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ABSTRACT 

This report provides the licensure examination results for 
two-year technical associate degrees and one-year certificate programs 
leading to professions requiring licensure or certification. The Texas Higher 
Education Coordinating Board uses this information as part of its overall 
assessment of the effectiveness of vocational education programs at community 
and technical colleges in the state. The 2002 Statewide Annual Licensure 
Report includes data on 41 licensure/certification examinations ranging from 
aircraft mechanic and court reporter to surgical assistant and water 
operator. The data collected includes the number of individuals from each 
school who took the exam, and the number who passed. Many programs are not 
included in the Licensure report due to various limitations. This report 
lists the programs that have inclusion limitations. Statewide examination 
results for 2001 reported here include the following: (1) 1,506 individuals 

took the law enforcement, peace officer — academy exam and 1,124 passed, for a 
pass rate of 75%; (2) 2,049 individuals took the nurse, LVN exam and 1,800 

passed, for a pass rate of 88%. Forty-six individuals took the court 
reporting exam. Ten people passed, for a pass rate of 22%. The report 
includes exam results for 1998-2001 by state, by program, and by college and 
provides an overview of specific licensure exams. (NB) 



Reproductions supplied by EDRS are the best that can be made 
from the original document. 
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2002 Statewide Annual Licensure Report 



Introduction 

This report provides the licensure examination results for two-year technical associate 
degrees, and one-year certificate programs, leading to professions requiring licensure 
or certification. The Texas Higher Education Coordinating Board uses this information 
as part of its overall assessment of the effectiveness of vocational education programs 
at community and technical colleges in the state. 



In the spring of 1997, the Coordinating Board and the Legislative Budget Board 
expressed an interest in using licensure data as a specific performance measure of 
programs at community and technical colleges. Effective September 1, 1997, the 75 th 
Texas Legislature enacted House Bill 2517 requiring public community colleges to 
annually report on nine performance measures. One of these measures is the 
percentage of students who pass a licensure exam. 



Licensure is mandated by state law. It offers practitioners title protection and defines 
the scope of practice for a field. Licensure examinations test a person’s knowledge to 
ensure a certain level of competence. By testing, the state or professional organization 
that awards the license helps to safeguard the public from injury by the practitioner. 
Certification is not legislatively mandated, and is offered through non-government 
agencies and associations. A certifying body grants recognition of an individual’s 
attainment of defined professional qualifications and continuing education efforts. 



The Coordinating Board recognizes that the success rate for licensure and certification 
is an integral part of the overall success of many workforce development programs. 
This report adds to the ongoing process of continuous improvement, and promotes 
accountability in Texas community and technical colleges. 



ERIC 
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Methodology 

In June 2002, Coordinating Board staff contacted the agencies and professional 
organizations responsible for licensure or certification testing in order to obtain 
information for the 2002 Statewide Annual Licensure Report. The staff requested that 
agencies and professional organizations provide results for examinations administered 
in the 2000-2001 academic year. The requested data included the number of 
individuals from each school who took the licensure/certification exam, and the number 
who passed. The public community and technical college programs included in this 
report have been approved by the Coordinating Board. 

The 2002 Statewide Annual Licensure Report includes data on the following forty-one 
I icens ure/certif icatio n exam i nations : 

• Aircraft Mechanic - Airframe, General, Powerplant 

• Barber / Hairstylist 

• Breath Test Operator 

• Child Care Administrator 

• Cosmetologist, Cosmetology Instructor 

• Court Reporter 

• Emergency Medical Technician Basic, Emergency Medical Technician 
Intermediate, Paramedic 

• Fire Protection - Aircraft Rescue, Arson Investigator, Driver/Operator- 
Pumper, Hazardous Materials, Inspector, Structure 

• Funeral - Texas Mortuary Law 

• Funeral Director, Embalmer, Funeral Director-Embalmer 

• Interpreter for the Deaf 

• Land Surveying - Analytical, Legal 

• Law Enforcement - Corrections (Academic and Academy), Peace Officer 
(Academic and Academy), Reserve Officer (Academy) 

• Massage Therapy 

• Medical Assistant 

• Medical Radiologic Technologist - Radiography, Radiation Therapy 

• Nuclear Medicine Technician 

• Nurse, Licensed Vocational / Practical 

• Nurse, Registered 

• Nurse Aide 

• Physical Therapist Assistant 

• Veterinary Technician - National, Texas Law 
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Limitations 



Many programs are not included in the Annual Licensure Report due to various 
limitations. The majority of state agencies and professional organizations do not track 
licensure examination results by the college a candidate attended. Several agencies 
were only able to provide incomplete licensure data. Other programs were excluded 
from this year’s report due to the Coordinating Board’s decision to refrain from collecting 
licensure information directly from the community colleges. Additionally, several 
agencies now charge fees ranging from $13 to $790 to generate licensure data reports. 
The licensure/certification programs that have inclusion limitations are as follows: 

• Air Conditioning and Refrigeration Contractor 

The Texas Department of Licensing and Regulation maintains data on this 
profession, but does not currently track each candidate’s education records. 
Though training is offered at community colleges, college coursework is not 
required to become a licensed contractor. 

• Automotive Technician 

The National Institute for Automotive Service Excellence (NIASE) certifies 
candidates in this field. While many public community and technical colleges 
offer automotive technician training programs, NIASE does not have minimum 
education requirements for its candidates. 

• Cardiovascular Technologist 

The certifying organization for this field, Cardiovascular Credentialing 
International, does not maintain data on a candidate’s training institution. 

• Dental - Assistant, Hygienist, Laboratory 

The State Board of Dental Examiners has contracted with the Western Regional 
Examining Board (WREB) to provide licensing services for this field. The WREB 
does not provide information to outside agencies. 

• Diagnostic Medical Sonographer 

The American Registry of Diagnostic Medical Sonographers (ARDMS) is 
responsible for licensure in this field. ARDMS does not maintain education data 
on examinees, and requires the social security numbers of candidates in order to 
process reports. 

• Dietetic Technician 

The Commission on Dietetic Registration, the organization that offers registration 
in this field, does not release program-related data without prior written consent 
from each institution. 

• Health Information Management Technician 

The American Health Information Management Association maintains 
examination data for this field. Certification in this field is voluntary. 
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• Horse Trainer 

While North Central Texas College offers a program in Equine Science, the 
Texas Racing Commission does not require any formal coursework for licensure 
in this field. 

• Industrial Technology Teacher 

The first graduates of this new community and technical colleges program were 
tested in early 2002. The State Board for Educator Certification will participate in 
the 2003 Licensure Report. 

• Insurance Agent 

The Texas Department of Insurance, the licensing body for this field, does not 
maintain education records for insurance agent candidates. 

• Interior Designer 

The Texas Board of Architectural Examiners does not compile data on a 
candidate’s educational experience. 

• Landscape Irrigation 

The Texas Natural Resource Conservation Commission does not track exam 
information by training provider. 

• Legal Assistant / Paralegal 

Certification in this field, through the National Association of Legal Assistants and 
the National Federation of Paralegal Associations, is voluntary. 

• Loan Officer / Mortgage Broker 

The Texas Savings and Loan Department is responsible for licensure in this field. 
No examination is required for licensure, which is based on education and 
experience only. 

• Medical Laboratory Technician 

Though the American Society of Clinical Pathologists (ASCP) participated in the 
2001 Annual Report, their policies have changed. In order to generate the exam 
performance statistics requested by the Coordinating Board, ASCP now requires 
the prior receipt of a reporting fee. 

• Medication Aide 

The Texas Department of Health’s Long Term Care Regulatory Credentialing 
Department is responsible for certification in this field. The agency does not 
collect information specific to each public college that offers the medication aide 
training program. 

• Microsoft Certified Professional 

Microsoft Certification Programs reports that their database does not capture 
pass/fail rates for individual institutions. 
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• Municipal Solid Waste Operator 

The licensing body for this profession, the Texas Natural Resource Conservation 
Commission, does not currently have the tracking capabilities necessary to 
participate in the licensure report. 

• Nursing Facility Administrator 

The Texas Department of Human Services does not track education data on their 
candidates. 

• Occupational Therapist Assistant 

The Texas Board of Occupational Therapy Examiners began collecting licensure 
data in this field in August 2001, and will participate in the 2003 report. The 
National Board for Certification in Occupational Therapy is unable to provide 
information to outside agencies without receipt of a significant reporting fee. 

• Ophthalmic Technician / Assistant 

The Joint Commission on Allied Health Personnel in Ophthalmology administers 
the licensure examination for this field. Though Tyler Junior College offers an 
ophthalmology program, no candidates took the licensure exam during this 
report’s time frame. 

• Optician / Contact Lens Fitter 

Certification in these fields is voluntary. The American Board of Opticianry and 
the National Contact Lens Examiners, the organizations responsible for 
certification, were unable to provide state or college-level data on their 
examinations. 

• Optometric Technician 

The American Optometric Association does not track licensure exam data for 
individual institutions or states. 

• Orthotist / Prosthetist Assistant 

The licensing agency in this field, the Texas Board of Orthotics and Prosthetics, 
does not require candidates to take an examination. 

• Phlebotomist 

Certification in this field, offered through multiple organizations, is voluntary. 

• Real Estate Appraiser 

The Texas Appraiser Licensing and Certification Board does not track data 
based on courses taken or college attended. Many Real Estate Appraiser 
candidates take coursework through multiple training providers, including trade 
associations, proprietary schools, internet/distance-based courses, as well as 
community/technical colleges and universities. 
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Real Estate - Inspector, Sales Agent, Broker 

The Texas Real Estate Commission does not maintain records on the education 
background of its candidates. 

Respiratory Care Practitioner 

The National Board for Respiratory Care does not release examination 
information to third parties. The Texas Department of Health Respiratory Care 
Practitioners Certification Program does not maintain records on a licensee’s 
credentials. 

Social Work Associate 

The Association of Social Work Boards (ASWB) administers licensure in this 
field. ASWB charges a report fee, and requires receipt of the payment prior to 
releasing data. 

Surgical Assistant 

The Texas Board of Medical Examiners will begin licensing surgical assistants in 
October 2002. The agency will participate in the 2003 Licensure Report. 

Tax - Examiner, Collector, Revenue Agent 

The Board of Tax Professional Examiners does not collect data on the 
educational background of their candidates. 

Wastewater Operator 

The Texas Natural Resource Conservation Commission maintains licensure 
information on this field. TNRCC does not track licensure information by training 
provider, college, or employer. 

Water Operator 

The Texas Natural Resource Conservation Commission does not have the 
resources required to process licensure data by institution. The agency is 
upgrading their database systems within the next year, so participation in the 
licensure report could be possible in the future. 



Licensure Exam Results 
Table I: Statewide Summary 
( 1998 - 2001 ) 
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Texas Higher Education Coordinating Board 
2002 Statewide Annual Licensure Report 
Statewide Summary (1998-2001) 



CIP PROGRAM 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


1 2.0300 Funeral - Texas Law Exam 






0 






0 


15 


14 


93 


34 


34 


100 


12.0301 Embalmer 






0 






0 


22 


10 


45 


14 


3 


21 


12.0301 Funeral Director 






0 






0 


7 


3 


43 


6 


4 


67 


12.0301 Funeral Director-Embalmer 






0 






0 


26 


14 


54 


32 


17 


53 


12.0402 Barber/Hairstylist 


12 


11 


92 


19 


17 


89 


40 


30 


75 


25 


25 


100 


12.0403 Cosmetologist 


881 


762 


86 


885 


765 


86 


1025 


813 


79 


982 


778 


79 


12.0405 Massage Therapy 


81 


72 


89 


134 


97 


72 


152 


113 


74 


153 


105 


69 


12.0413 Cosmetology Instructor 


91 


46 


51 


54 


30 


56 


49 


26 


53 


53 


25 


47 


1 5. 1 1 00 Land Surveying 






0 






0 


15 


8 


53 






0 


15.1100 Land Surveying - Analytical Exam 






0 






0 






0 


22 


14 


64 


15.1100 Land Surveying - Legal Exam 






0 






0 






0 


18 


13 


72 


19.0708 Child Care Administrator 






0 






0 






0 


8 


4 


50 


43.0102 Law Enforcement, Corrections - Academic 






0 






0 


14 


5 


36 


99 


32 


32 


43.0102 Law Enforcement, Corrections - Academy 






0 


474 


372 


78 


123 


88 


72 


410 


286 


70 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table 1 
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Texas Higher Education Coordinating Board 
2002 Statewide Annual Licensure Report 
Statewide Summary (1998-2001) 





1998 


1999 


2000 




2001 




CIP PROGRAM 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0104 Law Enforcement, Peace Officer - Academic 


612 


463 


76 


190 


80 


42 


1086 


830 


76 


162 


85 


52 


43.0107 Breath Test Operator 






0 






0 






0 


468 


460 


98 


43.0107 Law Enforcement, Peace Officer - Academy 


1180 


773 


66 


1350 


829 


61 


128 


68 


53 


1506 


1124 


75 


43.0107 Law Enforcement, Reserve Officer - Academy 






0 






0 






0 


453 


304 


67 


43.0201 Fire Protection (Aircraft Rescue) 


27 


27 


100 


5 


5 


100 


11 


9 


82 


17 


17 


100 


43.0201 Fire Protection (Arson Investigator) 


60 


53 


88 


25 


25 


100 


37 


30 


81 


41 


38 


93 


43.0201 Fire Protection (Inspector) 


33 


32 


97 


57 


49 


86 


30 


25 


83 


56 


55 


98 


43.0203 Fire Protection (Driver/Operator-Pumper) 






0 






0 






0 


85 


72 


85 


43.0203 Fire Protection (Hazardous Materials) 






0 






0 






0 


19 


19 


100 


43.0203 Fire Protection (Structure) 


525 


499 


95 


331 


252 


76 


322 


273 


85 


717 


627 


87 


47.0607 Aircraft Mechanic- Airframe 


135 


123 


91 


67 


59 


88 


81 


76 


94 


82 


75 


91 


47.0607 Aircraft Mechanic- General 


132 


115 


87 


42 


31 


74 


72 


65 


90 


87 


79 


91 


47.0607 Aircraft Mechanic- Powerplant 


105 


92 


88 


30 


27 


90 


44 


43 


98 


80 


76 


95 


51.0205 Deaf Interpreter 


39 


17 


44 


45 


27 


60 


46 


23 


50 


56 


27 


48 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Annual Licensure Report 
Statewide Summary (1998-2001) 



CIP PROGRAM 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0801 Medical Assistant 






0 


53 


25 


47 


60 


36 


60 


47 


18 


38 


51.0803 Occupational Therapy Assistant 


116 


110 


95 






0 






0 






0 


51.0806 Physical Therapy Assistant 


298 


218 


73 


312 


224 


72 


273 


271 


99 


129 


94 


73 


51.0808 Veterinary Technician - National Exam 






0 






0 






0 


71 


53 


75 


51.0808 Veterinary Technician - Texas Law Exam 






0 






0 






0 


63 


60 


95 


51.0904 Emergency Medical Technician Basic 


57 


50 


88 


196 


169 


86 


84 


61 


73 


101 


92 


91 


51.0904 Emergency Medical Technician Intermediate 






0 


22 


20 


91 


62 


47 


76 


37 


30 


81 


51.0904 Paramedic 


1922 


1524 


79 


3487 


2997 


86 


4043 


3411 


84 


3639 


3249 


89 


51.0905 Nuclear Medicine Technology 






0 


9 


8 


89 


18 


15 


83 


49 


43 


88 


51.0907 Medical Radiologic Technologist - Radiograp 






0 


421 


389 


92 


422 


373 


88 


551 


439 


80 


51.0907 Medical Radiologic Technologist- Radiation T 






0 


7 


6 


86 


21 


16 


76 


17 


17 


100 


51.1004 Medical Laboratory Technician 






0 






0 


139 


76 


55 






0 


51.1601 Nurse, Registered 


2697 


2414 


90 


1732 


1540 


89 


2480 


2132 


86 


2525 


2227 


88 


51.1613 Nurse, LVN 


2736 


2463 


90 


2541 


2257 


89 


2774 


2396 


86 


2049 


1800 


88 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Annual Licensure Report 
Statewide Summary (1998-2001) 







1998 


1999 


2000 


2001 




CIP 


PROGRAM 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 


Nurse Aide 


3791 


3545 


94 


3269 


2755 


84 


555 


475 


86 


3076 


2546 


83 


52.0405 


Court Reporting 


94 


18 


19 


75 


17 


23 


75 


14 


19 


46 


10 


22 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Licensure Exam Results 
Table II: Results by Program 
(1998-2001) 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Aircraft Mechanic- Airframe 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003608 


ACCD - St Philips College 


16 


15 


94% 


12 


11 


92% 


6 


4 


67% 


5 


3 


60% 


003540 


Amarillo College 


1 


1 


100% 


3 


2 


66% 


8 


8 


1 00% 


6 


5 


83% 


010633 


Houston Community College 


56 


49 


88% 




















009797 


Midland College 


6 


6 


100% 


10 


10 


100% 


9 


9 


100% 


13 


13 


100% 


010964 


Tarrant County Junior College - Northwest 


42 


38 


90% 


5 


3 


60% 


43 


41 


95% 


39 


37 


95% 


009225 


Texas State Technical College - Harlingen 


1 


1 


1 00% 


3 


2 


66% 














009932 


Texas State Technical College - Sweetwater 


6 


6 


100% 


19 


17 


89% 


15 


14 


93% 


7 


7 


100% 


003634 


Texas State Technical College - Waco 


7 


7 


100% 


15 


14 


93% 








12 


10 


83% 




Total 


13S 


123 


91% 


67 


59 


88% 


81 


76 


94% 


82 


75 


91% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Aircraft Mechanic- General 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003608 


ACCD - St Philips College 


15 


13 


87% 


14 


11 


79% 


3 


2 


67% 


5 


4 


80% 


003540 


Amarillo College 


3 


2 


67% 


0 






2 


2 


100% 


13 


10 


77% 


010633 


Houston Community College 


57 


51 


89% 




















009797 


Midland College 


0 






3 


3 


1 00% 


11 


9 


81% 


7 


5 


71% 


010964 


Tarrant County Junior College - Northwest 


40 


34 


8 5% 


6 


5 


83% 


43 


39 


91% 


39 


39 


100% 


009225 


Texas State Technical College - Harlingen 


3 


3 


1 00% 




















009932 


Texas State Technical College - Sweetwater 


8 


6 


75% 


18 


11 


61% 


11 


11 


100% 


8 


8 


100% 


003634 


Texas State Technical College - Waco 


6 


6 


100% 


1 


1 


1 00% 


2 


2 


100% 


15 


13 


87% 




Total 


132 


115 


87% 


42 


31 


74% 


72 


65 


90% 


87 


79 


91% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Aircraft Mechanic- Powerplant 







1998 


1999 


2000 


2001 


ncE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003608 


ACCD - St Philips College 


8 


6 


75% 


9 


8 


89% 


3 


3 


100% 


3 


3 


100% 


003540 


Amarillo College 




















7 


5 


71% 


010633 


Houston Community College 


56 


48 


86% 




















009797 


Midland College 


2 


l 


50% 


2 


1 


50% 


8 


8 


100% 


9 


9 


100% 


010964 


Tarrant County Junior College - Northwest 


28 


27 


96% 


12 


11 


92% 


22 


22 


100% 


41 


41 


100% 


009225 


Texas State Technical College - Harlingen 


t 


1 


100% 


1 


l 


100% 


1 


1 


100% 








009932 


Texas State Technical College - Sweetwater 


2 


2 


100% 


3 


3 


100% 


7 


6 


86% 


6 


5 


83% 


003634 


Texas State Technical College - Waco 


8 


7 


88% 


3 


3 


100% 


3 


3 


100% 


14 


13 


93% 




Total 


105 


92 


88% 


30 


27 


90% 


44 


43 


98% 


80 


76 


95% 



Law Enforcement is now reported under 5 Categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Barber/Hairstylist 







1998 


1999 


2000 


| 2001 


hce 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


004003 


Central Texas College 


12 


II 


92% 


19 


17 


89% 


40 


30 


75% 


25 


25 


100% 




T otal 


1 2 


li 


92% 


19 


17 


89% 


40 


30 


75% 


25 


25 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Breath Test Operator 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 




















177 


173 


98% 


009797 


Midland College 




















51 


50 


98% 


000722 


NHMCCD - North Harris College 




















95 


93 


98% 


010964 


Tarrant County Junior College - Northwest 




















145 


144 


99% 




Total 




















468 


460 


98% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table II 



Page 5 of 64 



BEST COPY AVAILABLE 




Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Child Care Administrator 



FICE 


Institution 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


010633 


Houston Community College 




















3 


t 


33% 


003609 


San Jacinto College - Central 




















4 


2 


50% 


003664 


Weatherford College 




















1 


1 


1 00% 




Total 




















8 


4 


50% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Tabic II 



Page 6 of 64 



BEST COPY AVAILABLE 




22 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Cosmetologist 







1998 


1999 


Jooo 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


012015 


Austin Community College 


























004003 


Central Texas College 








52 


51 


98% 














003553 


Cisco Junior College 


12 


10 


83% 


14 


12 


86% 


12 


9 


75% 


14 


10 


71% 


003554 


Clarendon College 


























003546 


Coastal Bend 


16 


14 


88% 


25 


21 


84% 


38 


28 


74% 


20 


15 


75% 


007096 


College of the Mainland 


27 


21 


78% 


11 


10 


91% 


26 


21 


81% 


27 


19 


70% 


003563 


Del Mar College 


7 


7 


100% 


18 


15 


83% 


11 


10 


91% 


20 


16 


80% 


010387 


El Paso Community College 














1 


1 


100% 


29 


24 


83% 


003568 


Frank Phillips College 


19 


16 


84% 


21 


17 


81% 


27 


20 


74% 


22 


20 


91% 


003570 


Grayson County College 


13 


11 


85% 


22 


21 


95% 


20 


19 


95% 


17 


14 


82% 


003574 


HCJCD - Howard College 


33 


28 


85% 


44 


39 


89% 


46 


41 


89% 


51 


42 


82% 


003573 


Hill College 


39 


30 


77% 


36 


28 


78% 


59 


37 


63% 


40 


32 


80% 


010633 


Houston Community College 


176 


151 


86% 


82 


66 


80% 


147 


95 


65% 


70 


43 


61% 


003580 


Kilgore College 


61 


48 


79% 


72 


65 


90% 


58 


47 


81% 


65 


54 


83% 


023485 


Lamar State College - Port Arthur 


35 


29 


83% 


27 


22 


81% 


37 


27 


73% 


24 


20 


83% 


003583 


Lee College 


29 


27 


93% 


16 


15 


94% 


23 


22 


96% 


34 


28 


82% 


003590 


McLennan Community College 


38 


37 


97% 


41 


35 


85% 


31 


23 


74% 


40 


37 


93% 



Law Enforcement is now reported under 5 categories. Sec Explanation. Table 11 Page 7 of 64 




BEST COPY AVAILABLE 

23 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Cosmetologist 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


000719 


NHMCCD - Kingwood College 


21 


19 


90% 


15 


14 


93% 


18 


17 


94% 


20 


14 


70% 


000722 


NHMCCD - North Harris College 


22 


20 


91% 


9 


8 


89% 


20 


16 


80% 


38 


29 


76% 


003558 


North Central Texas College 


14 


11 


79% 


15 


15 


100% 


26 


24 


92% 


24 


21 


88% 


023154 


Northeast Texas Community College 


8 


8 


1 00% 


5 


4 


80% 


14 


14 


100% 


8 


8 


100% 


003596 


Odessa College 


18 


17 


94% 


37 


26 


70% 


35 


32 


91% 


41 


29 


71% 


003600 


Panola College 


22 


21 


95% 


12 


11 


92% 


14 


10 


71% 


28 


20 


71% 


003601 


Paris Junior College 


9 


8 


8 9% 


12 


9 


75% 


12 


9 


75% 


18 


14 


78% 


003603 


Ranger College 


17 


14 


8 2% 


19 


18 


95% 








28 


18 


64% 


003609 


San Jacinto College - Central 


33 


28 


85% 


43 


37 


86% 


41 


32 


78% 


40 


34 


85% 


012713 


San Jacinto College - North 


32 


30 


94% 


50 


49 


98% 


38 


37 


97% 


42 


39 


93% 


000090 


San Jacinto College - South 


29 


27 


93% 


32 


31 


97% 


44 


37 


84% 


30 


24 


80% 


003611 


South Plains College 


24 


19 


79% 


17 


6 


35% 


25 


22 


80% 


10 


4 


40% 


003614 


Southwest Texas Junior College 


4 


3 


75% 


5 


4 


80% 


5 


5 


100% 


17 


1 1 


65% 


003628 


Texarkana College 


27 


25 


93% 


25 


20 


80% 


26 


20 


77% 


21 


12 


57% 


003572 


Trinity Valley Community College 


33 


29 


88% 


36 


32 


89% 


62 


52 


84% 


58 


48 


83% 


010060 


Vemon College 


17 


13 


76% 


31 


28 


90% 


55 


45 


82% 


33 


32 


97% 


003664 


Weatherford College 


26 


24 


92% 


20 


19 


95% 


17 


17 


100% 


20 


19 


95% 



Law Enforcement is now reported under 5 categories. Soc Explanation. Table II Page 8 of 64 



BEST COPY AVAILABLE 




24 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Cosmetologist 







1998 


1999 


2000 


2001 


ncE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009549 


Western Texas College 




















2 


2 


100% 


003668 


Wharton County Junior College 


20 


17 


85% 


21 


17 


81% 


37 


24 


65% 


31 


26 


84% 




Total 


881 


762 


86% 


885 


765 


86% 


1,025 


813 


79% 


982 


778 


79% 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table II 



Page 9 of 64 




Jo 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Cosmetology Instructor 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003553 


Cisco Junior College 


1 


1 


1 00% 




















003546 


Coastal Bend College 








6 


4 


67% 


7 


3 


43% 


7 


2 


29% 


003568 


Frank Phillips College 


0 






1 


0 


0% 


2 


0 


0% 








003570 


Grayson County College 


0 












2 


1 


50% 








003574 


HCJCD - Howard College 


0 






0 


0 


0% 


3 


1 


33% 


3 


1 


33% 


003573 


Hill College 


6 


2 


3 3% 


4 


2 


50% 


5 


4 


80% 


3 


2 


67% 


010633 


Houston Community College 


6 


3 


50% 


4 


2 


50% 








2 


1 


50% 


003580 


Kilgore College 




















1 


1 


100% 


023485 


Lamar State College - Port Arthur 


0 












8 


4 


50% 


5 


2 


40% 


003583 


Lee College 


11 


4 


36% 


1 


0 


0% 


1 


1 


100% 








000719 


NHMCCD - Kingwood College 


0 






1 


1 


1 00% 














000722 


NHMCCD - North Harris College 








2 


2 


100% 








4 


2 


50% 


003558 


North Central Texas College 


9 


5 


56% 








1 


1 


100% 


2 


1 


50% 


003596 


Odessa College 


























003601 


Paris Junior College 


























003603 


Ranger College 








1 


1 


1 00% 














003609 


San Jacinto College - Central 


8 


5 


63% 





















Law Enforcement is now reported under 5 categories. See Explanation, Table II Page 10 of 64 




BEST COPY AVAILABLE 

26 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Cosmetology Instructor 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


012713 


San Jacinto College - North 


21 


10 


48% 


13 


5 


38% 


2 


2 


100% 


13 


7 


54% 


000090 


San Jacinto College - South 


13 


6 


46% 


16 


10 


63% 


7 


4 


57% 


7 


5 


71% 


003611 


South Plains College 


2 


2 


100% 




















003614 


Southwest Texas Junior College 




















2 


0 


0% 


003628 


Texarkana College 


1 


1 


100% 


2 


0 


0% 


4 


2 


50% 








003572 


Trinity Valley Community College 


4 


1 


25% 


1 


1 


1 00% 














010060 


Vernon College 


1 


1 


100% 


2 


2 


100% 


5 


2 


40% 


1 


0 


0% 


003664 


Weatherford College 


4 


2 


50% 




















003668 


Wharton County Junior College 


4 


3 


75% 








2 


1 


50% 


3 


1 


33% 




Total 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47% 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table II 



Page 1 1 of 64 




Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Court Reporting 







1998 


1999 


2000 


2001 


hce 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 


23 


3 


13% 


15 


1 


7% 


12 


1 


8% 


10 


l 


10% 


003539 


Alvin Community College 


14 


5 


36% 


18 


6 


33% 


17 


6 


35% 


14 


5 


36% 


003540 


Amarillo College 


8 


3 


38% 


5 


2 


40% 


2 


2 


100% 








003563 


Del Mar College 


11 


3 


27% 


5 


3 


60% 


2 


0 


0% 


4 


2 


50% 


010387 


El Paso Community College 


8 


1 


13% 


17 


2 


12% 


20 


5 


25% 


7 


1 


14% 


010633 


Houston Community College 


30 


3 


10% 


15 


3 


20% 


22 


0 


0% 


1 1 


1 


9% 




Total 


94 


18 


19% 


75 


17 


23% 


75 


14 


19% 


46 


10 


22% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table H 



Page 12 of 64 



BEST COPY AVAILABLE 




28 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Deaf Interpreter 







1998 


1999 


2000 


2001 


F1CE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 








13 


10 


77% 








18 


10 


56% 


012015 


Austin Community College 


























023614 


Collin County Community College 








6 


3 


50% 


3 


3 


100% 


14 


10 


71% 


008510 


DCCCD - Eastfield College 


4 


0 


0% 




















003563 


Del Mar College 








6 


3 


50% 


11 


9 


82% 


8 


3 


38% 


010387 


El Paso Community College 


4 


2 


50% 


7 


4 


57% 














000574 


HCJCD - Southwest Collegiate Institute 


4 


4 


100% 


2 


2 


100% 


6 


2 


33% 








010633 


Houston Community College 


6 


3 


50% 


3 


2 


67% 


10 


6 


60% 








003590 


McLennan Community College 


2 


0 


0% 


2 


' 


50% 














010964 


Tarrant County Junior College - Northwest 


16 


8 


50% 


2 


1 


50% 


12 


1 


8% 


10 


2 


20% 


003648 


Tyler Junior College 


3 


0 


0% 


4 


• 


25% 


4 


2 


50% 


6 


2 


33% 




Total 


39 


17 


44% 


45 


27 


60% 


46 


23 


50% 


56 


27 


48% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table 11 



Page 13 of 64 



BEST COPY AVAILABLI 




29 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Embalmer 



FICE 


Institution 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 














22 


10 


45% 


14 


3 


21% 




Total 














22 


10 


45% 


14 


3 


21% 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table II 



Page 14 of 64 




30 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Emergency Medical Technician Basic 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003561 


DCCCD - Cedar Valley College 


13 


8 


62% 








1 


1 


100% 








003573 


Hill College 


44 


42 


95% 


16 


16 


100% 


14 


8 


57% 


73 


66 


90% 


358135 


Lamar Institute of Technology 








39 


37 


95% 


50 


36 


72% 








003590 


McClennan Community College 








137 


112 


82% 


7 


4 


57% 


28 


26 


93% 


003600 


Panola College 














12 


12 


100% 








003572 


Trinity Valley Community College 








4 


4 


100% 
















Total 


57 


50 


88% 


196 


169 


86% 


84 


61 


73% 


101 


92 


91% 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table II 



Page 1 5 of 64 




BEST COPY AVAILABLE 

31 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Emergency Medical Technician Intermediate 







1998 


1999 


2000 


2001 


net 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003554 


Clarendon College 








15 


13 


87% 


20 


19 


95% 


37 


30 


81% 


003546 


Coastal Bend College 








7 


7 


100% 


42 


28 


67% 










Total 








22 


20 


91% 


62 


47 


76% 


37 


30 


81% 





Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table II 



Page 16 of 64 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Fire Protection (Aircraft Rescue) 







1998 


1999 


2000 


2001 


PICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003540 


Amarillo College 


27 


27 


100% 


5 


5 


100% 


11 


9 


82% 


17 


17 


100% 




Total 


27 


27 


100% 


5 


5 


100% 


» 


9 


82% 


17 


17 


100%, 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Tabic II 



Page 1 7 of 64 




33 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Fire Protection (Arson Investigator) 







1998 


1999 


2000 




2001 




FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 














12 


9 


75% 








006661 


Angelina College 














8 


5 


63% 


10 


10 


100% 


007096 


College of the Mainland 


6 


2 


33% 














5 


5 


100% 


023614 


Collin County Community College 


16 


14 


88% 


5 


5 


100% 


7 


7 


100% 


15 


15 


100% 


003561 


DCCCD * Cedar Valley College 








2 


2 


100% 














010633 


Houston Community College 


21 


21 


100% 


11 


11 


100% 


10 


9 


90% 








003609 


San Jacinto College - Central 


7 


7 


100% 




















003664 


Weatherford College 








7 


7 


100% 








11 


8 


73% 


003668 


Wharton County Junior College 


10 


9 


90% 






















Total 


60 


53 


88% 


25 


25 


100°/. 


37 


30 


81% 


41 


38 


93% 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table II 



Page 18 of 64 



BEST COPY AVAILABLE 




34 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Fire Protection (Driver/Operator-Pumper) 



FICE 


Institution 


1998 


1999 


!ooo " 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003540 


Amarillo College 




















11 


8 


73% 


023614 


Collin County Community College 




















40 


40 


100% 


003668 


Wharton County Junior College 




















34 


24 


71% 




Total 




















85 


72 


85% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table H 



Page 1 9 of 64 




35 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Fire Protection (Hazardous Materials) 



F1CE 


Institution 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003540 


Amarillo College 




















19 


19 


100% 




Total 




















19 


19 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table II 



Page 20 of 64 




36 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Fire Protection (Inspector) 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 


5 


4 


80% 


6 


6 


100% 


18 


13 


72% 








003540 


Amarillo College 


1 


1 


100% 




















006661 


Angelina College 


0 






0 


0 


0% 


3 


3 


100% 








012015 


Austin Community College 


1 


1 


100% 




















007096 


College of the Mainland 








10 


8 


80% 








9 


8 


89% 


007096 


College of the Mainland 


13 


13 


100% 


10 


8 


80% 














023614 


Collin County Community College 


13 


13 


1 00% 


10 


9 


90% 


9 


9 


100% 


25 


25 


100% 


010633 


Houston Community College 








10 


10 


1 00% 








22 


22 


100% 


358135 


Lamar Institute of Technology 


























003668 


Wharton County Junior College 








11 


8 


73% 
















Total 


33 


32 


97% 


57 


49 


86% 


30 


25 


83% 


56 


55 


98% 



Law Enforcement is now reported under 5 categories. See Explanation. 



Tabic II 



Page 21 of 64 




BEST COPY AVAILABLE 

37 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Fire Protection (Structure) 







1998 


1999 


2000 


2001 


ncE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 


68 


66 


97% 


43 


28 


65% 


33 


26 


79% 


74 


57 


77% 


003540 


Amarillo College 


34 


34 


100% 


18 


16 


89% 


20 


20 


100% 


23 


21 


91% 


006661 


Angelina College 








17 


12 


71% 


19 


16 


84% 


35 


34 


97% 


012015 


Austin Community College 


48 


47 


98% 














59 


53 


90% 


007096 


College of the Mainland 


25 


23 


92% 


22 


17 


77% 


18 


17 


94% 


56 


43 


77% 


023614 


Collin County Community College 


33 


33 


100% 


26 


22 


85% 


29 


23 


79% 


68 


57 


84% 


010633 


Houston Community College 














6 


6 


100% 


12 


12 


100% 


003580 


Kilgore College 


86 


81 


94% 


48 


41 


85% 


33 


30 


91% 


69 


65 


94% 


358135 


Lamar Institute of Technology 


26 


24 


92% 


28 


22 


79% 


28 


22 


79% 


47 


38 


81% 


003590 


McLennan Community College 


38 


38 


100% 


18 


16 


89% 


27 


24 


89% 


45 


45 


100% 


009797 


Midland College 


11 


9 


82% 


10 


8 


80% 


19 


14 


74% 


16 


14 


88% 


003596 


Odessa College 


22 


18 


82% 


12 


6 


50% 


12 


11 


92% 


24 


17 


71% 


003609 


San Jacinto College - Central 


42 


36 


86% 


22 


17 


77% 


25 


23 


92% 


44 


40 


91% 


010964 


Tarrant County Junior College - Northwest 


81 


79 


98% 


35 


27 


77% 


36 


29 


81% 


89 


84 


94% 


003628 


Texarkana College 


























009225 


Texas State Technical College - Harlingen 


























010060 


Vernon College 








5 


4 


80% 








9 


9 


100% 



Law Enforcement is now reported under 5 categories. Sec Explanation. Table 1 1 Page 22 of 64 




BEST COPY AVAILABLE 

38 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Fire Protection (Structure) 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003662 


Victoria College 








9 


5 


56% 


9 


6 


67% 


13 


9 


69% 


003664 


Weatherford College 


0 






0 


0 


0% 


8 


6 


75% 








003668 


Wharton County Junior College 


n 


11 


1 00% 


18 


11 


61% 








34 


29 


85% 




Total 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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39 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Funeral - Texas Law Exam 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 














IS 


14 


93% 


22 


22 


100% 


003540 


Amarillo College 




















12 


12 


100% 




Total 














IS 


14 


93% 


34 


34 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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40 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Funeral Director 







1998 


1999 


2000 


2001 


fice 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 














7 


3 


43% 


6 


4 


67% 




Total 














7 


3 


43% 


6 


4 


67% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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41 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Funeral Director-Embalmer 



hce 


Institution 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 














26 


14 


54% 


25 


ll 


44% 


003540 


Amarillo College 




















7 


6 


86% 




Total 














26 


14 


54% 


32 


17 


53% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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42 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Land Surveying 



FICE 


Institution 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


012015 


Austin Community College 














4 


3 


75% 








003609 


San Jacinto College • Central 














2 


1 


50% 








010964 


Tarrant County Junior College - Northwest 














1 


1 


1 00% 








009932 


Texas State Technical College - Sweetwater 














2 


l 


50% 








003648 


Tyler Junior College 














6 


2 


67% 










Total 














15 


8 


53% 









Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table 11 
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•ST COPY AVAILABLE 




43 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Land Surveying - Analytical Exam 



FICE 


Institution 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


012015 


Austin Community College 




















7 


6 


86% 


010633 


Houston Community College 




















1 


1 


100% 


003609 


San Jacinto College - Central 




















2 


1 


50% 


010964 


Tarrant County Junior College - Northwest 




















3 


3 


100% 


003634 


Texas State Technical College - Waco 




















7 


3 


43% 


003648 


Tyler Junior College 




















2 


0 


0% 




Total 




















22 


14 


64% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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BEST COPY AVAILABLE 




44 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Land Surveying - Legal Exam 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


012015 


Austin Community College 




















6 


4 


67% 


010633 


Houston Community College 




















1 


1 


100% 


003609 


San Jacinto College - Central 




















1 


0 


0% 


010964 


Tarrant County Junior College - Northwest 




















2 


2 


100% 


003634 


Texas State Technical College - Waco 




















5 


4 


80% 


003648 


Tyler Junior College 




















3 


2 


67% 




Total 




















18 


13 


72% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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BEST COPY AVAILABLE 




45 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Law Enforcement, Corrections - Academic 



fice 


Institution 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


'TESTED 


PASSED 


% 


'TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 




















1 


0 


0% 


012015 


Austin Community College 




















9 


0 


0% 


003546 


Coastal Bend College 














9 


4 


49% 


87 


31 


36% 


003614 


Southwest Texas Junior College 














5 


1 


20% 


1 


0 


0% 


009549 


Western Texas College 




















1 


1 


100% 




Total 














14 


5 


36% 


99 


32 


32% 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table II 



Page 30 of 64 




BEST COPY AVAILABLE 

46 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Law Enforcement, Corrections - Academy 







1998 


1999 


2000 


2001 




FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 








18 


13 


72% 


37 


24 


65% 


39 


25 


64% 


012015 


Austin Community College 








11 


1 


9% 














004003 


Central Texas College 














0 


0 


0% 


1 


1 


100% 


003546 


Coastal Bend College 








14 


6 


43% 














003563 


Del Mar College 




















8 


6 


75% 


003580 


Kilgore College 








165 


144 


87% 








216 


157 


73% 


003582 


Laredo Community College 








126 


109 


87% 


50 


36 


72% 


37 


20 


54% 


003593 


Navarro College 








75 


61 


81% 


11 


8 


73% 


40 


34 


85% 


023154 


Northeast Texas Community College 








11 


5 


45% 


5 


3 


60% 


6 


3 


50% 


003596 


Odessa College 








31 


19 


61% 


4 


4 


100% 


48 


29 


60% 


003611 


South Plains College 








12 


10 


83% 


16 


13 


81% 








003614 


Southwest Texas Junior College 








3 


0 


0% 














010964 


Tarrant County Junior College - Northwest 




















6 


4 


67% 


003664 


Weatherford College 




















9 


7 


78% 


003668 


Wharton County Junior College 








8 


4 


50% 
















Total 








474 


372 


78% 


123 


88 


72% 


410 


286 


70% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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BEST COPY AVAILABLE 

47 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Law Enforcement, Peace Officer - Academic 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 


77 


43 


56% 


12 


8 


67% 


166 


130 


78% 


14 


9 


64% 


003539 


Alvin Community College 








2 


1 


50% 


33 


19 


61% 


4 


0 


0% 


012015 


Austin Community College 








35 


21 


60% 








33 


22 


67% 


003549 


Blinn College 




















1 


1 


100% 


004003 


Central Texas College 














94 


75 


80% 








003546 


Coastal Bend College 








10 


2 


20% 








7 


2 


29% 


007096 


College of the Mainland 














31 


18 


58% 








008510 


DCCCD - Eastfield College 














28 


20 


71% 








003563 


Del Mar College 


11 


3 


2 7% 


1 


0 


0% 


72 


45 


63% 








003574 


HCJCD - Howard College 








2 


1 


50% 








3 


0 


0% 


003573 


Hill College 








16 


7 


44% 








25 


15 


60% 


010633 


Houston Community College 














75 


54 


72% 








003580 


Kilgore College 


234 


215 


92% 


16 


3 


19% 








1 


1 


100% 


358135 


Lamar Institute of Technology 


17 


9 


53% 








42 


35 


83% 








003582 


Laredo Community College 


61 


47 


77% 


5 


1 


20% 


64 


57 


89% 


1 


0 


0% 


009797 


Midland College 








1 


1 


100% 














003593 


Navarro College 


129 


98 


76% 


4 


0 


0% 


39 


33 


85% 









Law Enforcement is now reported under 5 categories. See Explanation. Table 11 Page 32 of 64 



BEST COPY AVAILABLE 




48 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Law Enforcement, Peace Officer - Academic 







1998 


1999 


2000 


2001 




FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


000722 


NHMCCD - North Harris College 








2 


0 


0% 


99 


72 


73% 








003558 


North Central Texas College 




















1 


0 


0% 


023154 


Northeast Texas Community College 


15 


9 


60% 


30 


15 


50% 


18 


12 


67% 


17 


5 


29% 


003596 


Odessa College 


19 


2 


11% 


1 


0 


0% 


60 


47 


78% 








003609 


San Jacinto College - Central 








1 


0 


0% 








6 


3 


50% 


003611 


South Plains College 


26 


25 


96% 


14 


6 


43% 


32 


18 


56% 


11 


8 


73% 


003614 


Southwest Texas Junior College 




















3 


1 


33% 


010964 


Tarrant County Junior College - Northwest 


7 


6 


86% 


4 


0 


0% 


85 


76 


89% 


6 


2 


33% 


003627 


Temple College 








4 


2 


50% 








11 


8 


73% 


003628 


Texarkana College 








15 


9 


60% 








15 


6 


40% 


003648 


Tyler Junior College 








12 


1 


8% 


16 


13 


81% 


3 


2 


67% 


003664 


Weatherford College 


9 


4 


44% 








84 


67 


80% 








003668 


Wharton County Junior College 


7 


2 


29% 


3 


2 


67% 


48 


39 


81% 










Total 


612 


463 


76% 


190 


80 


42% 


1,086 


830 


76% 


162 


85 


52% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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BEST COPY AVAILABLE 




49 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Law Enforcement, Peace Officer - Academy 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 


183 


142 


78% 


179 


135 


75% 


16 


12 


75% 


226 


180 


80% 


003539 


Alvin Community College 


63 


28 


44% 


43 


25 


58% 








54 


36 


67% 


003540 


Amarillo College 


























006661 


Angelina College 


























012015 


Austin Community College 














24 


12 


50% 








007857 


Brazosport College 


























004003 


Central Texas College 


97 


83 


86% 


84 


64 


76% 








98 


83 


85% 


003546 


Coastal Bend College 














13 


7 


54% 








007096 


College of the Mainland 


26 


7 


27% 


18 


7 


39% 








51 


38 


75% 


023614 


Collin County Community College 


























003561 


DCCCD - Cedar Valley College 


























008510 


DCCCD - Eastfteld College 


45 


31 


69% 


46 


24 


52% 








78 


55 


71% 


004453 


DCCCD - El Centro College 














1 


0 


0% 








003563 


Del Mar College 


104 


58 


56% 


118 


52 


44% 








70 


55 


79% 


010387 


El Paso Community College 


























006662 


Galveston College 


























003570 


Grayson County College 





























Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Law Enforcement, Peace Officer - Academy 







1998 


1999 


2000 


2001 


F1CE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003574 


HCJCD - Howard College 














1 


1 


100% 








003573 


Hill College 














7 


6 


86% 








010633 


Houston Community College 








96 


45 


47% 








62 


43 


69% 


003580 


Kilgore College 


166 


130 


78% 


202 


133 


66% 


1 


0 


0% 


220 


156 


71% 


358135 


Lamar Institute of Technology 








31 


19 


61% 














003582 


Laredo Community College 


61 


50 


82% 


76 


59 


78% 


3 


0 


0% 


79 


68 


86% 


003590 


McLennan Community College 


























009797 


Midland College 


























003593 


Navarro College 


74 


45 


61% 


27 


21 


78% 


4 


2 


50% 


42 


36 


86% 


000722 


NMHCCD - North Harris College 


37 


19 


51% 


80 


59 


74% 


1 


1 


100% 


128 


98 


77% 


023154 


Northeast Texas Community College 


14 


13 


93% 


13 


11 


85% 


30 


15 


50% 


22 


16 


73% 


003596 


Odessa College 


49 


26 


53% 


86 


21 


24% 


1 


1 


100% 


49 


30 


61% 


003609 


San Jacinto College - Central 














3 


2 


67% 








003611 


South Plains College 


47 


29 


62% 


36 


21 


58% 


9 


2 


22% 


30 


21 


70% 


003614 


Southwest Texas Junior College 














1 


1 


1 00% 








010964 


Tarrant County Junior College - Northwest 


104 


53 


51% 


122 


80 


66% 


2 


1 


50% 


118 


99 


84% 


003627 


Temple College 














3 


0 


0% 









Law Enforcement is now reported under 5 Categories. See Explanation. Tabic II Page 35 of 64 



ESI COPY AVAILABLE 




Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Law Enforcement, Peace Officer - Academy 







1998 


1999 


2000 


2001 




FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003628 


Texarkana College 














6 


4 


67% 








003643 


Texas Southmost College 


























003648 


Tyler Junior College 














2 


1 


50% 


8 


8 


100% 


010060 


Vernon College 


























003662 


Victoria College 


























003664 


Weatherford College 


72 


44 


61% 


50 


29 


58% 








125 


73 


58% 


003668 


Wharton County Junior College 


38 


15 


39% 


43 


24 


56% 








46 


29 


63% 




Total 


1,180 


773 


66% 


1,350 


829 


61% 


128 


68 


53% 


1,506 


1,124 


75% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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BEST COPY AVAILABLE 




Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Law Enforcement, Reserve Officer - Academy 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 




















218 


166 


76% 


004003 


Central Texas College 




















24 


15 


63% 


008510 


DCCCD - Eastfield College 




















21 


15 


71% 


003580 


Kilgore College 




















84 


48 


57% 


003593 


Navarro College 




















12 


8 


67% 


000722 


NHMCCD - North Harris College 




















43 


25 


58% 


003664 


Weatherford College 




















51 


27 


53% 




Total 




















453 


304 


67% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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53 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Massage Therapy 







1998 


— T999 


Jooo 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003608 


ACCD - St Philips College 


25 


20 


80% 


18 


9 


50% 


22 


18 


82% 


26 


17 


65% 


003539 


Alvin Community College 


14 


14 


100% 


15 


14 


93% 


13 


7 


54% 


18 


14 


78% 


012015 


Austin Community College 














12 


12 


1 00% 


14 


1 1 


79% 


007857 


Brazosport College 


5 


4 


84% 


6 


3 


50% 


4 


3 


75% 








010387 


El Paso Community College 


19 


16 


80% 


30 


23 


77% 


19 


18 


95% 


19 


14 


74% 


003568 


Frank Phillips College 








15 


12 


80% 


6 


5 


83% 


12 


8 


67% 


023582 


Lamar State College - Orange 




















3 


2 


67% 


009797 


Midland College 


18 


18 


100% 


43 


31 


72% 


47 


33 


70% 


27 


18 


67% 


003596 


Odessa College 








7 


5 


71% 


29 


17 


59% 


34 


21 


62% 




Total 


81 


72 


89% 


134 


97 


72% 


152 


113 


74% 


153 


105 


69% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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BEST COPY AVAILABLE 




Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Medical Assistant 







1998 


1999 


2000 


2001 


hce 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 








25 


12 


48% 


13 


8 


62% 


1 


0 


0% 


003553 


Cisco Junior College 








2 


2 


100% 


4 


4 


100% 


4 


2 


50% 


004453 


DCCCD • El Centro College 








5 


2 


40% 


1 


1 


100% 


4 


2 


50% 


008503 


DCCCD • Mountain View College 








4 


1 


25% 


11 


7 


64% 








008504 


DCCCD • Richland College 








12 


6 


50% 


8 


3 


3 8% 


13 


4 


31% 


010387 


El Paso Community College 








5 


2 


40% 


10 


6 


60% 








010633 


Houston Community College 




















13 


4 


31% 


003580 


Kilgore College 














13 


7 


54% 


12 


6 


50% 




Total 








53 


25 


47% 


60 


36 


60% 


47 


18 


38% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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55 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Medical Laboratory Technician 



FICE 


Institution 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003608 


ACCD - St Philip's College 














4 


l 


25% 








003540 


Amarillo College 














11 


7 


64% 








012015 


Austin Community College 














5 


3 


60% 








004003 


Central Texas College 














6 


6 


100% 








004453 


DCCCD - El Centro College 














9 


3 


33% 








003563 


Del Mar College 














7 


4 


57% 








010387 


El Paso Community College 














9 


9 


100% 








003570 


Grayson County College 














2 


1 


50% 








010633 


Houston Community College 














8 


7 


88% 








003580 


Kilgore College 














5 


2 


40% 








023582 


Lamar State College - Orange 














9 


3 


33% 








003582 


Laredo Community College 














10 


5 


50% 








003590 


McLennan Community College 














10 


2 


20% 








003593 


Navarro College 














2 


l 


50% 








003596 


Odessa College 














6 


l 


17% 








003609 


San Jacinto College - Central 














5 


2 


40% 








003627 


Temple College 














12 


4 


33% 









Law Enforcement is now reported under 5 categories. See Explanation. Table II Page 40 of 64 



BEST COPY AVAILABLE 




56 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Medical Laboratory Technician 







1998 


1999 


2000 


2001 


F1CE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003648 


Tyler Junior College 














12 


11 


92% 








003662 


Victoria College 














7 


4 


57% 










Total 














139 


76 


55% 









Law Enforcement is now reported under 5 categories. See Explanation. 
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57 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Medical Radiologic Technologist - Radiography 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003608 


ACCD - St Philip's College 








42 


31 


74% 


22 


13 


59% 


90 


56 


62% 


003540 


Amarillo College 








23 


21 


91% 


17 


16 


94% 


28 


19 


68% 


006661 


Angelina College 








14 


14 


100% 


16 


16 


100% 


21 


20 


95% 


012015 


Austin Community College 








21 


21 


100% 


26 


25 


96% 


27 


27 


100% 


003549 


Blinn College 








14 


14 


100% 


13 


13 


100% 


15 


15 


100% 


004453 


DCCCD - El Centro College 








21 


21 


100% 


14 


7 


50% 


23 


17 


74% 


003563 


Del Mar College 








16 


13 


81% 


20 


16 


80% 


31 


27 


87% 


010387 


El Paso Community College 








14 


14 


100% 


14 


14 


100% 


15 


15 


100% 


006662 


Galveston College 








5 


5 


100% 


8 


8 


100% 


13 


10 


77% 


010633 


Houston Community College 








28 


26 


93% 


39 


33 


85% 


33 


30 


91% 


003580 


Kilgore College 








11 


10 


91% 


12 


7 


58% 


20 


14 


70% 


358135 


Lamar Institute of Technology 








27 


26 


96% 


26 


25 


96% 








003582 


Laredo Community College 








12 


1 1 


92% 


9 


9 


100% 


15 


10 


67% 


003590 


McLennan Community College 








18 


18 


100% 


20 


20 


100% 


15 


8 


53% 


009797 


Midland College 








8 


8 


100% 


7 


6 


86% 


1 1 


11 


1 00% 


003596 


Odessa College 








9 


9 


100% 


10 


10 


100% 


8 


8 


100% 


003609 


San Jacinto College - Central 








48 


42 


88% 


49 


45 


92% 


72 


64 


89% 



Law Enforcement is now reported under 5 categories. See Explanation. Table II Page 42 of 64 



BEST COPY AVAILABLI 




58 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Medical Radiologic Technologist - Radiography 







1998 


1999 


2000 


2001 




hce 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003611 


South Plains College 








8 


6 


75% 


13 


12 


92% 


9 


7 


78% 


109225 


South Texas Community College 








13 


12 


92% 


14 


11 


79% 


18 


13 


72% 


008899 


Tarrant County Junior College - Northeast 








16 


16 


100% 


22 


21 


96% 


24 


22 


92% 


003643 


Texas Southmost College 








20 


18 


90% 








19 


13 


68% 


003648 


Tyler Junior College 








22 


22 


100% 


28 


25 


89% 


27 


19 


70% 


003668 


Wharton County Junior College 








11 


11 


100% 


23 


21 


91% 


17 


14 


82% 




Total 








421 


389 


92% 


422 


373 


88% 


551 


439 


80% 



Law Enforcement is now reported under S categories. Sec Explanation. 



Table 11 



Page 43 of 64 




59 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Medical Radiologic Technologist- Radiation Therapy 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003540 


Amarillo College 








7 


6 


86% 


13 


10 


78% 


10 


10 


100% 


006662 


Galveston College 














8 


6 


75% 


7 


7 


100% 




Total 








7 


6 


86% 


21 


16 


76% 


17 


17 


100% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table II 



Page 44 of 64 




60 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nuclear Medicine Technology 







1998 


1999 




2001 


F1CE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003540 


Amarillo College 








1 


i 


100% 


4 


3 


75% 


18 


15 


83% 


006662 


Galveston College 








2 


2 


100% 


2 


2 


1 00% 


8 


6 


75% 


010633 


Houston Community College 








6 


5 


83% 


12 


10 


83% 


23 


22 


96% 




Total 








9 


8 


89% 


18 


15 


83% 


49 


43 


88% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table II 



Page 45 of 64 




61 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse Aide 







1998 


1999 


2000 


2001 : 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 








8 


7 


88% 














003608 


ACCD - St Philips College 








16 


13 


81% 








12 


7 


58% 


003539 


Alvin Community College 


1 1 


10 


91% 


9 


9 


100% 














003540 


Amarillo College 


140 


137 


98% 


153 


143 


93% 








130 


120 


92% 


006661 


Angelina College 


413 


389 


94% 


283 


248 


88% 








278 


242 


87% 


012015 


Austin Community College 


84 


81 


96% 


50 


42 


84% 








47 


42 


89% 


003549 


Blinn College 








79 


69 


87% 








67 


58 


87% 


004003 


Central Texas College 


37 


37 


1 00% 


25 


22 


88% 














003546 


Coastal Bend 








61 


48 


79% 








41 


33 


80% 


007096 


College of the Mainland 








24 


23 


96% 














004453 


DCCCD - El Centro College 


7 


7 


1 00% 


4 


4 


100% 


5 


5 


100% 


5 


5 


100% 


003563 


Del Mar College 


303 


277 


91% 


156 


1 14 


73% 








55 


51 


93% 


010387 


El Paso Community College 


51 


44 


86% 


52 


47 


90% 


86 


70 


81% 


120 


107 


89% 


003568 


Frank Phillips College 


44 


43 


98% 


34 


33 


97% 








43 


37 


86% 


006662 


Galveston College 








10 


8 


80% 








127 


93 


73% 


003570 


Grayson County College 


19 


19 


1 00% 


8 


8 


100% 














003574 


HCJCD - Howard College 


45 


35 


78% 


181 


164 


91% 








188 


138 


73% 



Law Enforcement is now reported under 5 categories, Sec Explanation. Table 11 Page 46 of 64 




BEST COPY AVAILABLE 

62 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse Aide 







1998 


1999 


2000 




2001 




FTCE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003573 


Hill College 








9 


7 


78% 


13 


12 


92% 


39 


34 


87% 


010633 


Houston Community College 


46 


44 


96% 


102 


77 


75% 








68 


48 


71% 


003580 


Kilgore College 


150 


144 


96% 


91 


83 


91% 








104 


89 


86% 


023582 


Lamar State College - Orange 


100 


100 


1 00% 


22 


21 


95% 


11 


10 


91% 


19 


17 


89% 


023485 


Lamar State College - Port Arthur 


44 


42 


95% 


39 


36 


92% 








14 


14 


100% 


003582 


Laredo Community College 


58 


56 


97% 


37 


23 


62% 


55 


50 


91% 


68 


57 


84% 


003583 


Lee College 


106 


99 


93% 


104 


82 


79% 


50 


34 


68% 


48 


39 


81% 


003590 


McLennan Community College 


124 


119 


96% 


90 


76 


84% 








131 


111 


85% 


009797 


Midland College 


79 


73 


92% 


61 


48 


79% 








68 


57 


84% 


003593 


Navarro College 


26 


23 


88% 


15 


11 


73% 








52 


36 


69% 


000719 


NHMCCD - Kingwood College 








74 


71 


96% 








1 18 


87 


74% 


000721 


NHMCCD - Montgomery College 








20 


20 


100% 








28 


26 


93% 


000722 


NHMCCD - North Harris College 


84 


72 


86% 


93 


63 


68% 








80 


61 


76% 


000720 


NHMCCD - Tomball College 








22 


19 


86% 








19 


12 


63% 


003558 


North Central Texas College 


28 


27 


96% 


26 


23 


88% 








14 


14 


100% 


023154 


Northeast Texas Community College 


103 


95 


92% 


26 


24 


92% 














003596 


Odessa College 


1 


0 


0% 


193 


149 


77% 








139 


109 


78% 



Low Enforcement is now reported under 5 categories. See Explanation. Table 1 1 Page 4 7 of 64 



BEST COPY AVAILABLE 




63 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse Aide 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003600 


Panola College 


167 


147 


88% 


37 


28 


76% 








43 


35 


81% 


003601 


Paris Junior College 


95 


93 


98% 


1 18 


96 


81% 








68 


59 


87% 


003603 


Ranger College 








22 


20 


91% 














003609 


San Jacinto College - Central 








21 


13 


62% 








66 


58 


88% 


012713 


San Jacinto College - North 


95 


87 


92% 


7 


5 


71% 








15 


8 


53% 


000090 


San Jacinto College • South 


89 


81 


91% 


1 


0 


0% 








44 


39 


89% 


003611 


South Plains College 


103 


94 


91% 


49 


42 


86% 


44 


38 


86% 


80 


60 


75% 


109225 


South Texas Community College 


133 


124 


93% 


88 


75 


85% 


108 


97 


90% 


68 


67 


99% 


003614 


Southwest Texas Junior College 


37 


31 


84% 


55 


37 


67% 








18 


10 


56% 


008900 


Tarrant County Junior College - South 


80 


79 


99% 


81 


73 


90% 


54 


48 


89% 


51 


48 


94% 


003627 


Temple College 


29 


29 


100% 


29 


21 


72% 








49 


45 


92% 


003628 


Texarkana College 








22 


22 


1 00% 














003643 


Texas Southmost College 








2 


1 


50% 














009225 


Texas State Technical College - Harlingen 


44 


37 


84% 


52 


46 


88% 


56 


46 


82% 


33 


31 


94% 


009932 


Texas State Technical College - Sweetwater 


54 


50 


93% 


27 


26 


96% 


31 


30 


97% 


20 


18 


90% 


003572 


Trinity Valley Community College 


111 


104 


94% 


62 


54 


87% 


42 


35 


83% 


80 


62 


78% 


003648 


Tyler Junior College 


337 


320 


95% 


144 


120 


83% 








90 


65 


72% 



Law Enforcement is now reported under 5 categories. See Explanation. Table II Page 48 of 64 



BEST COP Y AVAILABLE 




64 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse Aide 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


010060 


Vernon College 


173 


164 


95% 


169 


153 


90% 








109 


104 


95% 


003662 


Victoria College 


76 


72 


95% 


59 


46 


78% 








97 


73 


75% 


003664 


Weatherford College 


50 


50 


100% 


21 


20 


95% 














009549 


Western Texas College 








7 


5 


71% 














003668 


Wharton County Junior College 


15 


10 


67% 


19 


17 


89% 








23 


20 


87% 




Total 


3,791 


3,545 


94% 


3,269 


2,755 


84% 


555 


475 


86% 


3,076 


2,546 


83% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table 11 



Page 49 of 64 



BEST COPY AVAILABLI 




65 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse, LVN 







1998 


1999 


2000 


2001 


fice 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003608 


ACCD - St Philips College 


176 


114 


65% 


1 19 


95 


80% 


161 


131 


81% 


181 


151 


83% 


003539 


Alvin Community College 


19 


19 


100% 


15 


14 


93% 


17 


17 


100% 


21 


19 


90% 


003540 


Amarillo College 


56 


50 


89% 


71 


57 


80% 


65 


53 


82% 


32 


29 


91% 


006661 


Angelina College 


29 


29 


100% 


27 


27 


100% 


36 


36 


100% 


56 


54 


96% 


012015 


Austin Community College 


28 


25 


89% 


31 


29 


94% 


67 


64 


96% 


23 


23 


100% 


003549 


Blinn College 


44 


39 


89% 


16 


16 


100% 


46 


45 


98% 


37 


35 


95% 


007857 


Brazosport College 


12 


12 


100% 


13 


13 


100% 


8 


8 


100% 


12 


12 


100% 


004003 


Central Texas College 


60 


60 


100% 


69 


62 


90% 


68 


56 


82% 


71 


61 


86% 


003553 


Cisco Junior College 


50 


43 


86% 


57 


52 


91% 


51 


48 


94% 








003554 


Clarendon College 


23 


19 


83% 


12 


7 


58% 


18 


11 


61% 


8 


6 


75% 


003546 


Coastal Bend 


83 


74 


89% 


71 


63 


89% 


68 


59 


87% 


69 


59 


86% 


004453 


DCCCD - El Centro College 


35 


31 


89% 


28 


23 


82% 


16 


15 


94% 


21 


20 


96% 


003563 


Del Mar College 


52 


49 


94% 


57 


53 


93% 


45 


42 


93% 








010387 


El Paso Community College 


32 


32 


100% 


41 


37 


90% 


29 


27 


93% 


56 


54 


96% 


003568 


Frank Phillips College 


29 


25 


86% 


34 


31 


91% 


20 


18 


90% 


31 


28 


90% 


006662 


Galveston College 


18 


16 


89% 


17 


16 


94% 


16 


15 


94% 


12 


10 


83% 


003570 


Grayson County College 


34 


31 


91% 


33 


25 


76% 


34 


29 


85% 









Law Enforcement is now reported under 5 categories. See Explanation. Table II Page 50 of 64 



BEST COPY AVA!LABll 




66 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse, LVN 







1998 


1999 


2000 


2001 


F1CE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003574 


HCJCD - Howard College 


48 


46 


96% 


43 


41 


95% 


29 


27 


93% 


42 


40 


95% 


003573 


Hill College 


76 


68 


89% 


60 


55 


92% 


65 


54 


8 3% 


25 


23 


92% 


010633 


Houston Community College 


68 


60 


88% 


62 


49 


79% 


54 


42 


78% 


49 


40 


82% 


003580 


Kilgore College 


35 


35 


100% 


38 


37 


97% 


32 


31 


97% 


30 


30 


100% 


023582 


Lamar State College - Orange 


76 


69 


91% 


80 


73 


91% 


62 


56 


90% 


51 


45 


88% 


023485 


Lamar State College - Port Arthur 


66 


56 


85% 


61 


52 


85% 


70 


55 


79% 


39 


38 


97% 


003582 


Laredo Community College 


33 


29 


88% 


30 


28 


93% 


22 


18 


8 2% 








003583 


Lee College 


33 


28 


85% 


36 


22 


61% 


30 


20 


67% 


27 


24 


89% 


003590 


McLennan Community College 


63 


63 


100% 


94 


87 


93% 


74 


66 


89% 


68 


65 


96% 


009797 


Midland College 


28 


20 


71% 


21 


18 


86% 


32 


27 


84% 


27 


24 


89% 


003593 


Navarro College 


54 


49 


91% 


41 


36 


88% 


67 


61 


91% 


61 


51 


84% 


000719 


NHMCCD - Kingwood College 


56 


52 


93% 


54 


44 


81% 


56 


40 


71% 


42 


32 


76% 


000721 


NHMCCD - Montgomery College 


22 


19 


86% 


22 


17 


77% 


23 


18 


78% 


24 


23 


96% 


000722 


NHMCCD - North Harris College 


19 


19 


100% 


11 


11 


1 00% 


11 


11 


100% 








000720 


NHMCCD - Tomball College 








8 


7 


88% 


3 


3 


1 00% 








003558 


North Central Texas College 


57 


56 


98% 








74 


70 


95% 


83 


76 


92% 


023154 


Northeast Texas Community College 


25 


24 


96% 


27 


25 


93% 


18 


18 


100% 


20 


20 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. Tabled Page 51 of 64 



BEST COPY AVAILABLE 




Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse, LVN 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003596 


Odessa College 


55 


53 


96% 


35 


32 


91% 


48 


43 


90% 








003600 


Panola College 


61 


54 


89% 


49 


42 


86% 


49 


35 


71% 


38 


28 


74% 


003601 


Paris Junior College 


49 


49 


100% 


55 


52 


96% 


48 


45 


94% 


26 


25 


96% 


003603 


Ranger College 


51 


41 


80% 


12 


11 


92% 


56 


52 


93% 


42 


37 


88% 


012713 


San Jacinto College - North 


70 


59 


84% 


64 


59 


92% 


67 


56 


84% 


64 


53 


83% 


000090 


San Jacinto College • South 


62 


62 


100% 


71 


71 


100% 


70 


67 


96% 








003611 


South Plains College 


63 


62 


98% 


52 


51 


98% 


70 


67 


96% 


67 


61 


91% 


109225 


South Texas Community College 


53 


43 


81% 


46 


38 


83% 


79 


51 


65% 


49 


44 


90% 


003614 


Southwest Texas Junior College 


44 


43 


98% 


37 


35 


95% 


52 


47 


90% 








003627 


Temple College 


51 


46 


90% 


48 


41 


85% 


52 


40 


77% 


46 


45 


98% 


003628 


Texarkana College 


80 


75 


94% 


64 


57 


89% 


74 


61 


82% 


36 


35 


97% 


003643 


Texas Southmost College 








86 


73 


85% 


28 


25 


89% 








009932 


Texas State Technical College - Sweetwater 


64 


60 


94% 


76 


73 


96% 


64 


56 


88% 


81 


62 


77% 


003572 


Trinity Valley Community College 


55 


51 


93% 


42 


41 


98% 


45 


41 


91% 


28 


19 


68% 


003648 


Tyler Junior College 


102 


95 


93% 


72 


61 


85% 


100 


89 


89% 


66 


60 


91% 


010060 


Vernon College 


105 


93 


89% 


130 


114 


88% 


124 


99 


80% 


84 


64 


76% 


003662 


Victoria College 


127 


115 


91% 


103 


89 


86% 


168 


146 


87% 


132 


110 


83% 



Law Enforcement is now reported under 5 categories. See Explanation. Table II Page 52 of 64 



BEST COPY AVAILABLE 




63 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse, LVN 







1998 


1999 


2000 




2001 




FTCE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003664 


Weatherford College 


40 


37 


93% 


38 


36 


95% 


56 


50 


89% 


42 


38 


90% 


009549 


Western Texas College 


18 


17 


94% 


19 


16 


84% 


10 


8 


80% 


18 


15 


83% 


003668 


Wharton County Junior College 


47 


47 


100% 


43 


43 


1 00% 


27 


27 


100% 


12 


12 


100% 




Total 


2,736 


2,463 


90% 


2,541 


2,257 


89% 


2,774 


2,396 


86% 


2,049 


1,800 


88% 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table II 



Page 53 of 64 




6S 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse, Registered 







1998 


1999 


2000 


2001 


F1CE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 


170 


153 


90% 


146 


125 


86% 


167 


140 


84% 


193 


170 


88% 


003608 


ACCD - St Philip's College 








15 


13 


87% 


16 


14 


88% 


20 


18 


90% 


003539 


Alvin Community College 


43 


42 


98% 


27 


26 


96% 


32 


30 


94% 


43 


39 


91% 


003540 


Amarillo College 


113 


103 


91% 


86 


81 


94% 


85 


75 


88% 


92 


83 


90% 


006661 


Angelina College 


62 


57 


92% 


31 


28 


90% 


37 


33 


89% 


40 


34 


85% 


012015 


Austin Community College 


99 


97 


98% 


59 


58 


98% 


92 


91 


99% 


99 


96 


97% 


003549 


Blinn College 


40 


36 


90% 


19 


18 


95% 


39 


36 


92% 


35 


35 


100% 


004003 


Central Texas College 


87 


81 


93% 


70 


62 


89% 


85 


75 


88% 


52 


48 


92% 


003553 


Cisco Junior College 


20 


20 


100% 


22 


21 


95% 


29 


20 


69% 


29 


24 


83% 


007096 


College of the Mainland 


46 


31 


67% 


29 


20 


69% 


35 


26 


74% 


17 


16 


94% 


023614 


Collin County Community College 


20 


20 


100% 


5 


5 


100% 


18 


18 


100% 


36 


35 


97% 


004453 


DCCCD - El Centro College 


195 


185 


95% 


79 


68 


86% 


79 


71 


90% 


134 


127 


95% 


003563 


Del Mar College 


128 


112 


88% 


107 


95 


89% 


129 


107 


83% 


115 


103 


90% 


010387 


El Paso Community College 


43 


36 


84% 


47 


37 


79% 


67 


51 


76% 


60 


50 


83% 


006662 


Galveston College 


59 


48 


81% 


7 


6 


86% 


34 


30 


88% 


60 


51 


85% 


003570 


Grayson County College 


89 


77 


87% 


24 


21 


88% 


67 


61 


91% 


82 


71 


87% 


003574 


HCJCD - Howard College 


24 


17 


71% 


11 


10 


91% 


23 


22 


96% 


5 


5 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. Table II Page 54 of 64 



BEST COPY AVAILABLE 




70 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse, Registered 







1998 


1999 


2000 


2001 




FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


010633 


Houston Community College 


124 


111 


90% 


64 


51 


80% 


100 


80 


80% 


103 


93 


90% 


003580 


Kilgore College 


47 


37 


79% 


27 


25 


93% 


31 


30 


97% 


26 


22 


85% 


023582 


Lamar State College - Orange 


42 


33 


79% 


47 


30 


64% 


62 


47 


76% 


50 


36 


72% 


023485 


Lamar State College - Port Arthur 


29 


25 


86% 


23 


22 


96% 


30 


21 


70% 


30 


24 


80% 


003582 


Laredo Community College 


28 


25 


89% 


2 


2 


100% 


40 


38 


95% 


39 


34 


87% 


003583 


Lee College 


16 


14 


8 8% 


19 


18 


95% 


30 


27 


90% 


28 


23 


82% 


003590 


McLennan Community College 


87 


68 


78% 


57 


54 


95% 


97 


85 


8 8% 


92 


80 


87% 


009797 


Midland College 


44 


40 


91% 


32 


30 


94% 


34 


23 


68% 








003593 


Navarro College 


38 


27 


71% 


8 


8 


100% 


30 


26 


87% 


33 


30 


91% 


000722 


NHMCCD - North Harris College 


99 


90 


91% 


27 


26 


96% 


79 


63 


80% 


78 


63 


81% 


000720 


NHMCCD - Tomball College 




















32 


27 


84% 


003558 


North Central Texas College 


44 


43 


98% 


45 


38 


84% 


55 


50 


91% 


24 


24 


100% 


023154 


Northeast Texas Community College 


21 


18 


86% 


9 


8 


89% 


22 


20 


91% 


20 


18 


90% 


003596 


Odessa College 


66 


55 


83% 


42 


33 


79% 


53 


42 


79% 


35 


28 


80% 


003600 


Panola College 


28 


23 


82% 


19 


17 


89% 


27 


23 


85% 


23 


16 


70% 


003601 


Paris Junior College 


31 


28 


90% 


18 


16 


89% 


34 


27 


79% 


32 


29 


91% 


003609 


San Jacinto College - Central 


144 


131 


91% 


80 


75 


94% 


121 


106 


88% 


129 


113 


88% 



Law Enforcement is now reported under 5 categories. See Explanation. Table II Page 55 of 64 




BEST COPY AVAILABLE 

7.1 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Nurse, Registered 







1998 


1999 


2000 


2001 




F1CE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


000090 


San Jacinto College - South 


26 


22 


85% 








30 


27 


90% 


61 


53 


87% 


003611 


South Plains College 


38 


38 


100% 


38 


34 


89% 


29 


28 


97% 


39 


30 


77% 


109225 


South Texas Community College 














44 


30 


68% 


41 


34 


83% 


008900 


Tarrant County Junior College - South 


161 


151 


94% 


111 


101 


91% 


141 


124 


8 8% 


127 


112 


88% 


003627 


Temple College 


33 


31 


94% 


29 


24 


83% 


30 


30 


100% 


41 


38 


93% 


003628 


Texarkana College 


64 


60 


94% 


31 


27 


87% 


71 


59 


83% 


66 


57 


86% 


003643 


Texas Southmost College 


























003572 


Trinity Valley Community College 


52 


46 


88% 


70 


66 


94% 


58 


48 


83% 


70 


65 


93% 


003648 


Tyler Junior College 


63 


59 


94% 


60 


57 


95% 


65 


55 


85% 


61 


56 


92% 


010060 


Vernon College 


45 


40 


89% 


16 


16 


100% 


63 


56 


8 8% 


55 


46 


84% 


003662 


Victoria College 


67 


63 


94% 


61 


55 


90% 


49 


48 


98% 


50 


43 


86% 


003668 


Wharton County Junior College 


22 


21 


95% 


13 


13 


100% 


21 


19 


91% 


28 


28 


100% 




Total 


2,697 


2,414 


90% 


1,732 


1,540 


89% 


2,480 


2,132 


86% 


2,525 


2,227 


88% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table II 



Page 56 of 64 




BEST COPY AVAILABLE 

72 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Occupational Therapy Assistant 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003608 


ACCD - St Philip's College 


























003540 


Amarillo College 


20 


20 


100% 




















012015 


Austin Community College 


16 


16 


100% 




















010633 


Houston Community College 


21 


21 


100% 




















003582 


Laredo Community College 


























003593 


Navarro College 


23 


20 


87% 




















003558 


North Central Texas College 


36 


33 


92% 




















003600 


Panola College 




























Total 


116 


110 


95% 





















Law Enforcement is now reported under 5 categories. See Explanation. 



Table II 



Page 57 of 64 




73 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Paramedic 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


009163 


ACCD - San Antonio College 








81 


74 


91% 


121 


103 


85% 








003608 


ACCD - St Philips College 


62 


57 


92% 




















003539 


Alvin Community College 


24 


22 


92% 


50 


46 


92% 


91 


78 


86% 


92 


87 


95% 


003540 


Amarillo College 








121 


98 


81% 


138 


125 


95% 


107 


96 


90% 


006661 


Angelina College 








77 


73 


95% 


92 


79 


86% 


64 


57 


89% 


012015 


Austin Community College 


153 


139 


91% 


191 


178 


93% 


160 


151 


94% 


111 


107 


96% 


003549 


Blinn College 


63 


57 


90% 


139 


132 


95% 


131 


125 


95% 


83 


79 


95% 


007857 


Brazosport College 


33 


23 


70% 


48 


38 


79% 


57 


48 


84% 


45 


37 


82% 


004003 


Central Texas College 








50 


41 


82% 


72 


59 


82% 


65 


61 


94% 


003546 


Coastal Bend (Formerly Bee County) 




















38 


31 


82% 


007096 


College of the Mainland 


87 


70 


80% 


93 


81 


87% 


89 


79 


89% 


71 


64 


90% 


023614 


Collin County Community College 








83 


74 


89% 


115 


103 


90% 


129 


123 


95% 


003563 


Del Mar College 


154 


117 


76% 


89 


72 


81% 


51 


42 


82% 


74 


68 


92% 


010387 


El Paso Community College 








53 


49 


92% 


86 


79 


92% 


63 


63 


100% 


003568 


Frank Phillips College 








50 


43 


86% 


83 


70 


84% 


51 


46 


90% 


006662 


Galveston College 


19 


IS 


79% 


22 


19 


86% 


35 


32 


91% 


36 


33 


92% 


003570 


Grayson County College 








101 


86 


85% 


66 


56 


85% 


68 


62 


91% 



Law Enforcement is now reported under 5 categories. See Explanation. Tabic 11 Page 58 of 64 




BEST COPY AVAILABLE 

74 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Paramedic 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003574 


HCJCD - Howard College 


42 


32 


76% 


81 


73 


90% 


116 


98 


84% 


79 


74 


94% 


010633 


Houston Community College 


196 


157 


80% 


3 


2 


67% 


3 


2 


67% 


147 


141 


96% 


003580 


Kilgore College 


147 


105 


71% 


132 


99 


75% 


96 


70 


73% 


69 


57 


83% 


358135 


Lamar Institute of Technology 




















53 


40 


75% 


023582 


Lamar State College - Orange 














5 


5 


100% 


17 


14 


82% 


003582 


Laredo Community College 


6 


5 


83% 


52 


28 


54% 


34 


25 


74% 


31 


23 


74% 


003583 


Lee College 


30 


28 


93% 


54 


48 


89% 


43 


32 


74% 


60 


48 


80% 


003590 


McLennan Community College 








37 


34 


92% 


153 


139 


91% 


122 


103 


84% 


009797 


Midland College 


50 


47 


94% 


85 


67 


79% 


54 


38 


70% 


21 


19 


90% 


003593 


Navarro College 














23 


22 


96% 


40 


36 


90% 


000721 


NHMCCD - Montgomery College 


44 


30 


68% 


45 


36 


80% 


4 


1 


25% 








000722 


NHMCCD - North Harris College 


36 


34 


94% 


145 


125 


86% 


213 


169 


79% 


146 


134 


92% 


003558 


North Central Texas College 








84 


78 


93% 


78 


74 


95% 


45 


43 


96% 


023154 


Northeast Texas Community College 


10 


9 


90% 


53 


45 


85% 


84 


75 


89% 


48 


43 


90% 


003596 


Odessa College 








49 


41 


84% 


105 


71 


68% 


78 


59 


76% 


003601 


Paris Junior College 














67 


56 


84% 


54 


47 


87% 


003609 


San Jacinto College - Central 


208 


164 


79% 


224 


189 


84% 


265 


213 


80% 


184 


158 


86% 



Law Enforcement is now reported under 5 Categories. See Explanation. Tabic II Page 59 of 64 




BEST COPY AVAILABLE 

75 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Paramedic 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


012713 


San Jacinto College - North 


67 


57 


85% 


148 


125 


84% 


131 


112 


86% 


104 


94 


90% 


109225 


South Texas Community College 


134 


76 


57% 


86 


70 


81% 


92 


63 


68% 


82 


66 


80% 


008899 


Tarrant County Junior College - Northeast 








156 


149 


96% 


180 


160 


89% 


124 


111 


90% 


003627 


Temple College 








50 


44 


88% 


85 


78 


92% 


83 


79 


95% 


003628 


Texarkana College 


13 


12 


92% 


27 


24 


89% 


39 


32 


82% 


21 


19 


90% 


009225 


Texas State Technical College - Harlingen 


82 


58 


71% 


81 


65 


80% 


131 


116 


89% 


81 


72 


89% 


009932 


Texas State Technical College - Sweetwater 








91 


72 


79% 


35 


24 


69% 


150 


132 


88% 


003572 


Trinity Valley Community College 








59 


48 


81% 


92 


66 


72% 


1 10 


82 


75% 


003648 


Tyler Junior College 








128 


108 


84% 


1 17 


100 


85% 


65 


56 


86% 


010060 


Vernon College 


82 


67 


82% 


119 


102 


86% 


93 


79 


85% 


213 


205 


96% 


003662 


Victoria College 


120 


97 


81% 


94 


85 


90% 


109 


94 


86% 


1 10 


95 


86% 


003664 


Weatherford College 


33 


21 


64% 


61 


54 


89% 


80 


68 


85% 


60 


55 


92% 


009549 


Western Texas College 








21 


17 


85% 


52 


35 


67% 


60 


53 


88% 


003668 


Wharton County Junior College 


27 


25 


93% 


74 


65 


88% 


77 


65 


84% 


85 


77 


91% 




Total 


1,922 


1,524 


79% 


3,487 


2,997 


86% 


4,043 


3,411 


84% 


3,639 


3,249 


89% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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BEST COPY AVAILABLE 




76 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Physical Therapy Assistant 







1998 


1999 


2000 


2001 


FICE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


003608 


ACCD - St Philips College 


36 


24 


67% 


24 


19 


79% 


16 


16 


100% 


16 


9 


56% 


003540 


Amarillo College 


26 


14 


54% 


28 


17 


61% 


29 


29 


100% 


5 


4 


80% 


012015 


Austin Community College 


20 


18 


90% 


20 


19 


95% 


18 


18 


100% 


21 


17 


81% 


003549 


Blinn College 














14 


14 


100% 


1 


1 


1 00% 


023614 


Collin County Community College 








21 


16 


76% 


12 


11 


92% 








003563 


Del Mar College 














11 


11 


1 00% 


5 


0 


0% 


010387 


El Paso Community College 


21 


11 


52% 


13 


5 


38% 


5 


5 


100% 


5 


4 


80% 


010633 


Houston Community College 


52 


34 


65% 








28 


28 


1 00% 


30 


26 


87% 


003580 


Kilgore College 


26 


20 


77% 


53 


34 


64% 


17 


17 


100% 


4 


2 


50% 


003582 


Laredo Community College 


16 


11 


69% 


20 


16 


80% 


17 


17 


1 00% 


5 


5 


100% 


003590 


McLennan Community College 


31 


23 


74% 


18 


11 


61% 


18 


18 


100% 


6 


3 


50% 


000721 


NHMCCD - Montgomery College 








25 


20 


80% 


14 


13 


93% 


21 


16 


76% 


003596 


Odessa College 


21 


20 


95% 


19 


15 


79% 


16 


16 


1 00% 


1 


1 


100% 


000090 


San Jacinto College - South 








13 


13 


100% 


18 


18 


100% 


3 


2 


67% 


109225 


South Texas Community College 














10 


10 


1 00% 


1 


1 


100% 


008899 


Tarrant County Junior College - Northeast 


25 


22 


88% 


35 


20 


57% 


18 


18 


1 00% 


4 


3 


75% 


003668 


Wharton County Junior College 


24 


21 


88% 


23 


19 


83% 


12 


12 


100% 


1 


0 


0% 



Law Enforcement is now reported under 5 categories. See Explanation. Table 11 Page 61 of 64 



BESTCOPY AVAILABLE 




Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



i 



Physical Therapy Assistant 



FICE 


Institution 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 




Total 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73% 



Low Enforcement is now reported under 5 categories. See Explanation. 



Table 11 



Page 62 of 64 




78 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Veterinary Technician - National Exam 







1998 


1999 


2000 


2001 


ncE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


023413 


ACCD - Palo Alto College 




















19 


9 


47% 


003561 


DCCCD - Cedar Valley College 




















29 


22 


76% 


009797 


Midland College 




















7 


6 


86% 


000720 


NHMCCD - Tomball College 




















16 


16 


100% 




Total 




















71 


53 


75% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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79 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Veterinary Technician - Texas Law Exam 







1998 


1999 


2000 


2001 


F1CE 


Institution 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


023413 


ACCD - Palo Alto College 




















17 


15 


88% 


003561 


DCCCD - Cedar Valley College 




















23 


23 


100% 


009797 


Midland College 




















7 


6 


86% 


000720 


NHMCCD - Tomball College 




















16 


16 


100% 




Total 




















63 


60 


95% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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BEST COPY AVAILABLi 




80 



Licensure Exam Results 
Table III: Results by Institution 
( 1998 - 2001 ) 




81 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



ACCD - Palo Alto College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0808 


Veterinary Technician - Texas Law Exam 




















17 


15 


88% 


51.0808 


Veterinary Technician - National Exam 




















19 


9 


47% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table III 



Page 1 of 94 



O 

ERIC 



82 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



ACCD - San Antonio College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0300 


Funeral - Texas Law Exam 














15 


14 


93% 


22 


22 


100% 


12.0301 


Embalmer 














22 


10 


45% 


14 


3 


21% 


12.0301 


Funeral Director 














7 


3 


43% 


6 


4 


67% 


12.0301 


Funeral Director-Embalmer 














26 


14 


54% 


25 


11 


44% 


43.0102 


Law Enforcement, Corrections - Academic 




















1 


0 


0% 


43.0102 


Law Enforcement, Corrections - Academy 








18 


13 


72% 


37 


24 


65% 


39 


25 


64% 


43.0104 


Law Enforcement, Peace Officer - Academi 


77 


43 


56% 


12 


8 


67% 


166 


130 


78% 


14 


9 


64% 


43.0107 


Law Enforcement, Reserve Officer - Acade 




















218 


166 


76% 


43.0107 


Law Enforcement, Peace Officer - Academ 


183 


142 


78% 


179 


135 


75% 


16 


12 


75% 


226 


180 


80% 


43.0107 


Breath Test Operator 




















177 


173 


98% 



Law Enforcement is now reported under 5 categories. See Explanation. Table III Page 2 of 94 



BEST COP Y AVAILABLE 




83 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



ACCD - San Antonio College 



C1P 


Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0201 


Fire Protection (Inspector) 


5 


4 


80% 


6 


6 


100% 


18 


13 


72% 








43.0201 


Fire Protection (Arson Investigator) 














12 


9 


75% 








43.0203 


Fire Protection (Structure) 


68 


66 


97% 


43 


28 


65% 


33 


26 


79% 


74 


57 


77% 


51.0205 


Deaf Interpreter 








13 


10 


77% 








18 


10 


56% 


51.0801 


Medical Assistant 








25 


12 


48% 


13 


8 


62% 


1 


0 


0% 


51.0904 


Paramedic 








81 


74 


91% 


121 


103 


85% 








51.1601 


Nurse, Registered 


170 


153 


90% 


146 


125 


86% 


167 


140 


84% 


193 


170 


88% 


51.1614 


Nurse Aide 








8 


7 


88% 














52.0405 


Court Reporting 


23 


3 


13% 


15 


1 


7% 


12 


l 


8% 


10 


1 


10% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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BEST COPY AVAILABLE 




84 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



ACCD - St Philips College 



C1P 


Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0405 


Massage Therapy 


25 


20 


80% 


18 


9 


50% 


22 


18 


82% 


26 


17 


65% 


47.0607 


Aircraft Mechanic- General 


15 


13 


87% 


14 


11 


79% 


3 


2 


67% 


5 


4 


80% 


47.0607 


Aircraft Mechanic- Airframe 


16 


15 


94% 


12 


11 


92% 


6 


4 


67% 


5 


3 


60% 


47.0607 


Aircraft Mechanic- Powcrplant 


8 


6 


75% 


9 


8 


89% 


3 


3 


100% 


3 


3 


100% 


51.0806 


Physical Therapy Assistant 


36 


24 


67% 


24 


19 


79% 


16 


16 


100% 


16 


9 


56% 


51.0904 


Paramedic 


62 


57 


92% 




















51.1613 


Nurse, LVN 


176 


114 


65% 


119 


95 


80% 


161 


131 


81% 


181 


151 


83% 


51.1614 


Nurse Aide 








16 


13 


81% 








12 


7 


58% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



ACCD - St Philip's College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0803 


Occupational Therapy Assistant 


























51.0907 


Medical Radiologic Technologist - Radiogra 








42 


31 


74% 


22 


13 


59% 


90 


56 


62% 


51.1004 


Medical Laboratory Technician 














4 


1 


25% 








51.1601 


Nurse, Registered 








15 


13 


87% 


16 


14 


88% 


20 


18 


90% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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86 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Alvin Community College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0405 


Massage Therapy 


14 


14 


100% 


15 


14 


93% 


13 


7 


54% 


18 


14 


78% 


43.0104 


Law Enforcement, Peace Officer - Academi 








2 


1 


50% 


33 


19 


61% 


4 


0 


0% 


43.0107 


Law Enforcement, Peace Officer - Academ 


63 


28 


44% 


43 


25 


58% 








54 


36 


67% 


51.0904 


Paramedic 


24 


22 


92% 


50 


46 


92% 


91 


78 


86% 


92 


87 


95% 


51.1601 


Nurse, Registered 


43 


42 


98% 


27 


26 


96% 


32 


30 


94% 


43 


39 


91% 


51.1613 


Nurse, LVN 


19 


19 


100% 


15 


14 


93% 


17 


17 


100% 


21 


19 


90% 


51.1614 


Nurse Aide 


11 


10 


91% 


9 


9 


100% 














52.0405 


Court Reporting 


14 


5 


36% 


18 


6 


33% 


17 


6 


35% 


14 


5 


36% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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87 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Amarillo College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0300 


Funeral - Texas Law Exam 




















12 


12 


100% 


12.0301 


Funeral Director-Embalmer 




















7 


6 


86% 


43.0107 


Law Enforcement, Peace Officer - Academ 


























43.0201 


Fire Protection (Inspector) 


1 


1 


100% 




















43.0201 


Fire Protection (Aircraft Rescue) 


27 


27 


1 00% 


5 


5 


100% 


It 


9 


82% 


17 


17 


100% 


43.0203 


Fire Protection (Hazardous Materials) 




















19 


19 


100% 


43.0203 


Fire Protection (Structure) 


34 


34 


100% 


18 


16 


89% 


20 


20 


100% 


23 


21 


91% 


43.0203 


Fire Protection (Driver/Operator-Pumper) 




















11 


8 


73% 


47.0607 


Aircraft Mechanic- General 


3 


2 


67% 


0 






2 


2 


100% 


13 


10 


77% 


47.0607 


Aircraft Mechanic- Airframe 


I 


1 


1 00% 


3 


2 


66% 


8 


8 


100% 


6 


5 


83% 



Law Enforcement is now reported under5 categories. See Explanation. Table III Page 7 of 94 



BEST COPY AVAILABLE 




88 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Amarillo College 



CIP Program 


1998 


1999 


2000 


2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


47.0607 Aircraft Mechanic- Powerplant 




















7 


5 


71% 


5 1 .0803 Occupational Therapy Assistant 


20 


20 


1 00% 




















51.0806 Physical Therapy Assistant 


26 


14 


54% 


28 


17 


61% 


29 


29 


100% 


5 


4 


80% 


51.0904 Paramedic 








121 


98 


81% 


138 


125 


95% 


107 


96 


90% 


5 1 .0905 Nuclear Medicine Technology 








1 


1 


100% 


4 


3 


75% 


18 


15 


83% 


5 1 .0907 Medical Radiologic Technologist - Radiogra 








23 


21 


91% 


17 


16 


94% 


28 


19 


68% 


5 1 .0907 Medical Radiologic Technologist- Radiation 








7 


6 


86% 


13 


10 


78% 


10 


10 


100% 


5 1 .1004 Medical Laboratory Technician 














11 


7 


64% 








51.1601 Nurse, Registered 


113 


103 


91% 


86 


81 


94% 


85 


75 


88% 


92 


83 


90% 


51.1613 Nurse, LVN 


56 


50 


89% 


71 


57 


80% 


65 


53 


82% 


32 


29 


91% 



Law Enforcement is now reported under 5 categories. See Explanation. Tabic III 



BEST COPY AVAILABLE 




89 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Amarillo College 



OP 


Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 


Nurse Aide 


140 


137 


98% 


153 


143 


93% 








130 


120 


92% 


52.0405 


Court Reporting 


8 


3 


38% 


5 


2 


40% 


2 


2 


1 00% 









Law Enforcement is now reported under 5 categories. See Explanation. 
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SO 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Angelina College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Academ 


























43.0201 


Fire Protection (Arson Investigator) 














8 


5 


63% 


10 


10 


100% 


43.0201 


Fire Protection (Inspector) 


0 






0 


0 


0% 


3 


3 


1 00% 








43.0203 


Fire Protection (Structure) 








17 


12 


71% 


19 


16 


84% 


35 


34 


97% 


51.0904 


Paramedic 








77 


73 


95% 


92 


79 


86% 


64 


57 


89% 


51.0907 


Medical Radiologic Technologist - Radiogra 








14 


14 


1 00% 


16 


16 


100% 


21 


20 


95% 


51.1601 


Nurse, Registered 


62 


57 


92% 


31 


28 


90% 


37 


33 


89% 


40 


34 


85% 


51.1613 


Nurse, LVN 


29 


29 


1 00% 


27 


27 


1 00% 


36 


36 


100% 


56 


54 


96% 


51.1614 


Nurse Aide 


413 


389 


94% 


283 


248 


88% 








278 


242 


87% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Austin Community College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


























12.0405 


Massage Therapy 














12 


12 


100% 


14 


) 1 


79% 


15.1100 


Land Surveying 














4 


3 


75% 








15.1100 


Land Surveying - Analytical Exam 




















7 


6 


86% 


15.1 100 


Land Surveying - Legal Exam 




















6 


4 


67% 


43.0102 


Law Enforcement, Corrections - Academy 








11 


1 


9% 














43.0102 


Law Enforcement, Corrections - Academic 




















9 


0 


0% 


43.0104 


Law Enforcement, Peace Officer - Academi 








35 


21 


60% 








33 


22 


67% 


43.0107 


Law Enforcement, Peace Officer - Academ 














24 


12 


50% 








43.0201 


Fire Protection (Inspector) 


1 


1 


1 00% 





















Law Enforcement is now reported under 5 categories. See Explanation. Table 111 Page 11 of 94 



BEST COPY AVAILABLE 




92 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Austin Community College 



OP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0203 


Fire Protection (Structure) 


48 


47 


98% 














59 


53 


90% 


51.0205 


Deaf Interpreter 


























51.0803 


Occupational Therapy Assistant 


16 


16 


1 00% 




















51.0806 


Physical Therapy Assistant 


20 


18 


90% 


20 


19 


95% 


18 


18 


100% 


21 


17 


81% 


51.0904 


Paramedic 


153 


139 


91% 


191 


178 


93% 


160 


151 


94% 


111 


107 


96% 


51.0907 


Medical Radiologic Technologist - Radiogra 








21 


21 


100% 


26 


25 


96% 


27 


27 


100% 


51.1004 


Medical Laboratory Technician 














5 


3 


60% 








51.1601 


Nurse, Registered 


99 


97 


98% 


59 


58 


98% 


92 


91 


99% 


99 


96 


97% 


51.1613 


Nurse, LVN 


28 


25 


89% 


31 


29 


94% 


67 


64 


96% 


23 


23 


100% 


51.1614 


Nurse Aide 


84 


81 


96% 


50 


42 


84% 








47 


42 


89% 



Law Enforcement is now reported under 5 categories. See Explanation. Table 111 Page 12 of 94 



BEST COPY AVAILABLE 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Blinn College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0104 


Law Enforcement, Peace Officer - Academi 




















1 


1 


100% 


51.0806 


Physical Therapy Assistant 














14 


14 


100% 


1 


1 


100% 


51.0904 


Paramedic 


63 


57 


90% 


139 


132 


95% 


131 


125 


95% 


83 


79 


95% 


51.0907 


Medical Radiologic Technologist - Radiogra 








14 


14 


100% 


13 


13 


100% 


15 


15 


100% 


51.1601 


Nurse, Registered 


40 


36 


90% 


19 


18 


95% 


39 


36 


92% 


35 


35 


100% 


51.1613 


Nurse, LVN 


44 


39 


89% 


16 


16 


100% 


46 


45 


98% 


37 


35 


95% 


51.1614 


Nurse Aide 








79 


69 


87% 








67 


58 


87% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Page 13 of 94 




94 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Brazosport College 



OP 


Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0405 


Massage Therapy 


5 


4 


84% 


6 


3 


50% 


4 


3 


75% 








43.0107 


Law Enforcement, Peace Officer - Academ 


























51.0904 


Paramedic 


33 


23 


70% 


48 


38 


79% 


57 


48 


84% 


45 


37 


82% 


51.1613 


Nurse, LVN 


12 


12 


1 00% 


13 


13 


100% 


8 


8 


100% 


12 


12 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Central Texas College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0402 


Barber/Hairstylist 


12 


11 


92% 


19 


17 


89% 


40 


30 


75% 


25 


25 


100% 


12.0403 


Cosmetologist 








52 


51 


98% 














43.0102 


Law Enforcement, Corrections - Academy 














0 


0 


0% 


1 


1 


100% 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 














94 


75 


80% 








43.0107 


Law Enforcement, Peace Officer - Academ 


97 


83 


86% 


84 


64 


76% 








98 


83 


85% 


43.0107 


Law Enforcement, Reserve Officer - Acadc 




















24 


15 


63% 


51.0904 


Paramedic 








50 


41 


82% 


72 


59 


82% 


65 


61 


94% 


51.1004 


Medical Laboratory Technician 














6 


6 


100% 








51.1601 


Nurse, Registered 


87 


81 


93% 


70 


62 


89% 


85 


75 


88% 


52 


48 


92% 


51.1613 


Nurse, LVN 


60 


60 


1 00% 


69 


62 


90% 


68 


56 


82% 


71 


61 


86% 



Law Enforcement is now reported under 5 categories. Sec Explanation. Table 111 Page 1 5 of 94 



BEST COPY AVAILA8L 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Central Texas College 



CIP Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


passed 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 Nurse Aide 


37 


37 


1 00% 


25 


22 


88% 















Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Cisco Junior College 



CIP 


Program 


1998 


1999 


2000 


2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


12 


10 


83% 


14 


12 


86% 


12 


9 


75% 


14 


10 


71% 


12.0413 


Cosmetology Instructor 


1 


1 


1 00% 




















51.0801 


Medical Assistant 








2 


2 


100% 


4 


4 


1 00% 


4 


2 


50% 


51.1601 


Nurse, Registered 


20 


20 


100% 


22 


21 


95% 


29 


20 


69% 


29 


24 


83% 


51.1613 


Nurse, LVN 


50 


43 


86% 


57 


52 


91% 


51 


48 


94% 









Law Enforcement is now reported under 5 categories. See Explanation, 
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BEST COPY AVAILABLE 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Clarendon College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


























51.0904 


Emergency Medical Technician Intermediat 








15 


13 


87% 


20 


19 


95% 


37 


30 


81% 


51.1613 


Nurse, LVN 


23 


19 


83% 


12 


7 


58% 


18 


11 


61% 


8 


6 


75% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Coastal Bend 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


16 


14 


88% 


25 


21 


84% 


38 


28 


74% 


20 


15 


75% 


51.1613 


Nurse, LVN 


83 


74 


89% 


71 


63 


89% 


68 


59 


87% 


69 


59 


86% 


51.1614 


Nurse Aide 








61 


48 


79% 








41 


33 


80% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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100 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Coastal Bend (Formerly Bee County) 



CIP Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


5 1 .0904 Paramedic 




















38 


31 


82% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Coastal Bend College 



C1P 


Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0413 


Cosmetology Instructor 








6 


4 


67% 


7 


3 


43% 


7 


2 


29% 


43.0102 


Law Enforcement, Corrections - Academy 








14 


6 


43% 














43.0102 


Law Enforcement, Corrections - Academic 














9 


4 


49% 


87 


31 


36% 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 








10 


2 


20% 








7 


2 


29% 


43.0107 


Law Enforcement, Peace Officer - Academ 














13 


7 


54% 








51.0904 


Emergency Medical Technician Intermediat 








7 


7 


100% 


42 


28 


67% 









Law Enforcement is now reported under 5 categories. Sec Explanation. 
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102 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



College of the Mainland 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403" 


Cosmetologist 


27 


21 


78% 


11 


10 


91% 


26 


21 


81% 


27 


19 


70% 


43.0104 


Law Enforcement, Peace Officer - Academi 














31 


18 


58% 








43.0107 


Law Enforcement, Peace Officer - Academ 


26 


7 


27% 


18 


7 


39% 








51 


38 


75% 


43.0201 


Fire Protection (Inspector) 








10 


8 


80% 








9 


8 


89% 


43.0201 


Fire Protection (Arson Investigator) 


6 


2 


33% 














5 


5 


100% 


43.0201 


Fire Protection (Inspector) 


13 


13 


100% 


10 


8 


80% 














43.0203 


Fire Protection (Structure) 


25 


23 


92% 


22 


17 


77% 


18 


17 


94% 


56 


43 


77% 


51.0904 


Paramedic 


87 


70 


80% 


93 


81 


87% 


89 


79 


89% 


71 


64 


90% 


51.1601 


Nurse, Registered 


46 


31 


67% 


29 


20 


69% 


35 


26 


74% 


17 


16 


94% 


51.1614 


Nurse Aide 








24 


23 


96% 















Law Enforcement is now reported under 5 categories. See Explanation. Tabic III Page 22 of 94 



BEST COPY AVAILABLE 
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Texas Higher Education Coordinating Board 
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Collin County Community College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Academ 


























43.0201 


Fire Protection (Arson Investigator) 


16 


14 


88% 


5 


5 


100% 


7 


7 


100% 


15 


15 


100% 


43.0201 


Fire Protection (Inspector) 


13 


13 


1 00% 


10 


9 


90% 


9 


9 


100% 


25 


25 


100% 


43.0203 


Fire Protection (Structure) 


33 


33 


1 00% 


26 


22 


85% 


29 


23 


79% 


68 


57 


84% 


43.0203 


Fire Protection (Driver/Operator-Pumper) 




















40 


40 


100% 


51.0205 


Deaf Interpreter 








6 


3 


50% 


3 


3 


100% 


14 


10 


71% 


51.0806 


Physical Therapy Assistant 








21 


16 


76% 


12 


11 


92% 








51.0904 


Paramedic 








83 


74 


89% 


1 15 


103 


90% 


129 


123 


95% 


51.1601 


Nurse, Registered 


20 


20 


1 00% 


5 


5 


100% 


18 


18 


1 00% 


36 


35 


97% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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DCCCD - Cedar Valley College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 


























43.0201 


Fire Protection (Arson Investigator) 








2 


2 


100% 














51.0808 


Veterinary Technician - National Exam 




















29 


22 


76% 


51.0808 


Veterinary Technician - Texas Law Exam 




















23 


23 


100% 


51.0904 


Emergency Medical Technician Basic 


13 


8 


62% 








1 


1 


100% 









Law Enforcement is now reported under 5 Categories. Sec Explanation. 
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DCCCD - Eastfield College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0104 


Law Enforcement, Peace Officer - Academi 














28 


20 


71% 








43.0107 


Law Enforcement, Peace Officer - Academ 


45 


31 


69% 


46 


24 


52% 








78 


55 


71% 


43.0107 


Law Enforcement, Reserve Officer - Acade 




















21 


15 


71% 


51.0205 


Deaf Interpreter 


4 


0 


0% 





















Law Enforcement is now reported under 5 categories. See Explanation. 
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DCCCD - El Centro College 



CIP 


Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Academ 














1 


0 


0% 








51.0801 


Medical Assistant 








5 


2 


40% 


1 


i 


100% 


4 


2 


50% 


51.0907 


Medical Radiologic Technologist - Radiogra 








21 


21 


100% 


14 


7 


50% 


23 


17 


74% 


51.1004 


Medical Laboratory Technician 














9 


3 


33% 








51.1601 


Nurse, Registered 


195 


185 


95% 


79 


68 


86% 


79 


71 


90% 


134 


127 


95% 


51.1613 


Nurse, LVN 


35 


31 


89% 


28 


23 


82% 


16 


15 


94% 


21 


20 


96% 


51.1614 


Nuisc Aide 


7 


7 


1 00% 


4 


4 


100% 


5 


5 


100% 


5 


5 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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DCCCD - Mountain View College 



C1P Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0801 Medical Assistant 








4 


1 


25% 


11 


7 


64% 









Law Enforcement is now reported under 5 categories. See Explanation. 
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DCCCD - Richland College 



CIP Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


5 1 .080 1 Medical Assistant 








12 


6 


50% 


8 


3 


38% 


13 


4 


31% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Del Mar College 



OP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


7 


7 


1 00% 


18 


15 


83% 


1 1 


10 


91% 


20 


16 


80% 


43.0102 


Law Enforcement, Corrections - Academy 




















8 


6 


75% 


43.0104 


Law Enforcement, Peace Officer - Academi 


11 


3 


27% 


1 


0 


0% 


72 


45 


63% 








43.0107 


Law Enforcement, Peace Officer - Academ 


104 


58 


56% 


118 


52 


44% 








70 


55 


79% 


51.0205 


Deaf Interpreter 








6 


3 


50% 


11 


9 


82% 


8 


3 


38% 


51.0806 


Physical Therapy Assistant 














11 


11 


100% 


5 


0 


0% 


51.0904 


Paramedic 


154 


117 


76% 


89 


72 


81% 


51 


42 


82% 


74 


68 


92% 


51.0907 


Medical Radiologic Technologist - Radiogra 








16 


13 


81% 


20 


16 


80% 


31 


27 


87% 


51.1004 


Medical Laboratory Technician 














7 


4 


57% 








51.1601 


Nurse, Registered 


128 


112 


88% 


107 


95 


89% 


129 


107 


83% 


115 


103 


90% 



Law Enforcement is now reported under 5 categories. See Explanation. Table III Page 29 of 94 
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Del Mar College 



CIP 


Program 


1998 


1999 


2000 


2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 


52 


49 


94% 


57 


53 


93% 


45 


42 


93% 








51.1614 


Nurse Aide 


303 


277 


91% 


156 


114 


73% 








55 


51 


93% 


52.0405 


Court Reporting 


1 1 


3 


27% 


5 


3 


60% 


2 


0 


0% 


4 


2 


50% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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El Paso Community College 



OP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 














1 


1 


100% 


29 


24 


83% 


12.0405 


Massage Therapy 


19 


16 


80% 


30 


23 


77% 


19 


18 


95% 


19 


14 


74% 


43.0107 


Law Enforcement, Peace Officer - Academ 


























51.0205 


Deaf Interpreter 


4 


2 


50% 


7 


4 


57% 














51.0801 


Medical Assistant 








5 


2 


40% 


10 


6 


60% 








51.0806 


Physical Therapy Assistant 


21 


11 


52% 


13 


5 


38% 


5 


5 


100% 


5 


4 


80% 


51.0904 


Paramedic 








53 


49 


92% 


86 


79 


92% 


63 


63 


100% 


51.0907 


Medical Radiologic Technologist - Radiogra 








14 


14 


100% 


14 


14 


100% 


15 


15 


100% 


51.1004 


Medical Laboratory Technician 














9 


9 


100% 








51.1601 


Nurse, Registered 


43 


36 


84% 


47 


37 


79% 


67 


51 


76% 


60 


50 


83% 



Law Enforcement is now reported under 5 categories. Sec Explanation. Tabic III Pa8 e 31 of 94 
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El Paso Community College 



CIP 


Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 


32 


32 


100% 


41 


37 


90% 


29 


27 


93% 


56 


54 


96% 


51.1614 


Nurse Aide 


51 


44 


86% 


52 


47 


90% 


86 


70 


81% 


120 


107 


89% 


52.0405 


Court Reporting 


8 


1 


13% 


17 


2 


12% 


20 


5 


25% 


7 


1 


14% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Frank Phillips College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


passed 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


19 


16 


84% 


21 


17 


81% 


27 


20 


74% 


22 


20 


91% 


12.0405 


Massage Therapy 








15 


12 


80% 


6 


5 


83% 


12 


8 


67% 


12.0413 


Cosmetology Instructor 


0 






1 


0 


0% 


2 


0 


0% 








51.0904 


Paramedic 








50 


43 


86% 


83 


70 


84% 


51 


46 


90% 


51.1613 


Nurse, LVN 


29 


25 


86% 


34 


31 


91% 


20 


18 


90% 


31 


28 


90% 


51.1614 


Nurse Aide 


44 


43 


98% 


34 


33 


97% 








43 


37 


86% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Galveston College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Academ 


























51.0904 


Paramedic 


19 


15 


79% 


22 


19 


86% 


35 


32 


91% 


36 


33 


92% 


51.0905 


Nuclear Medicine Technology 








2 


2 


100% 


2 


2 


100% 


8 


6 


75% 


51.0907 


Medical Radiologic Technologist- Radiation 














8 


6 


75% 


7 


7 


100% 


51.0907 


Medical Radiologic Technologist • Radiogra 








5 


5 


100% 


8 


8 


100% 


13 


10 


77% 


51.1601 


Nurse, Registered 


59 


48 


81% 


7 


6 


86% 


34 


30 


88% 


60 


51 


85% 


51.1613 


Nurse, LVN 


18 


16 


89% 


17 


16 


94% 


16 


15 


94% 


12 


10 


83% 


51.1614 


Nurse Aide 








10 


8 


80% 








127 


93 


73% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Grayson County College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


13 


11 


85% 


22 


21 


95% 


20 


19 


95% 


17 


14 


82% 


12.0413 


Cosmetology Instructor 


0 












2 


1 


50% 








43.0107 


Law Enforcement, Peace Officer - Academ 


























51.0904 


Paramedic 








101 


86 


85% 


66 


56 


85% 


68 


62 


91% 


51.1004 


Medical Laboratory Technician 














2 


1 


50% 








51.1601 


Nurse, Registered 


89 


77 


87% 


24 


21 


88% 


67 


61 


91% 


82 


71 


87% 


51.1613 


Nurse, LVN 


34 


31 


91% 


33 


25 


76% 


34 


29 


85% 








51.1614 


Nurse Aide 


19 


19 


1 00% 


8 


8 


1 00% 















Law Enforcement is now reported under 5 categories. See Explanation. 
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HCJCD - Howard College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


33 


28 


85% 


44 


39 


89% 


46 


41 


89% 


51 


42 


82% 


12.0413 


Cosmetology Instructor 


0 






0 


0 


0% 


3 


1 


33% 


3 


1 


33% 


43.0104 


Law Enforcement, Peace Officer - Academi 








2 


1 


50% 








3 


0 


0% 


43.0107 


Law Enforcement, Peace Officer - Academ 














l 


1 


100% 








51.0904 


Paramedic 


42 


32 


76% 


81 


73 


90% 


116 


98 


84% 


79 


74 


94% 


51.1601 


Nurse, Registered 


24 


17 


71% 


11 


10 


91% 


23 


22 


96% 


5 


5 


100% 


51.1613 


Nurse, LVN 


48 


46 


96% 


43 


41 


95% 


29 


27 


93% 


42 


40 


95% 


51.1614 


Nurse Aide 


45 


35 


78% 


181 


164 


91% 








188 


138 


73% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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HCJCD - Southwest Collegiate Institute 



CIP Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0205 Deaf Interpreter 


4 


4 


1 00% 


2 


2 


100% 


6 


2 


33% 









Law Enforcement is now reported under 5 categories. See Explanation. 
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Hill College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


39 


30 


77% 


36 


28 


78% 


59 


37 


63% 


40 


32 


80% 


12.0413 


Cosmetology Instructor 


6 


2 


33% 


4 


2 


50% 


5 


4 


80% 


3 


2 


67% 


43.0104 


Law Enforcement, Peace Officer - Academi 








16 


7 


44% 








25 


15 


60% 


43.0107 


Law Enforcement, Peace Officer - Academ 














7 


6 


86% 








51.0904 


Emergency Medical Technician Basic 


44 


42 


95% 


16 


16 


100% 


14 


8 


57% 


73 


66 


90% 


51.1613 


Nurse, LVN 


76 


68 


89% 


60 


55 


92% 


65 


54 


83% 


25 


23 


92% 


51.1614 


Nurse Aide 








9 


7 


78% 


13 


12 


92% 


39 


34 


87% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Houston Community College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


176 


151 


86% 


82 


66 


80% 


147 


95 


65% 


70 


43 


61% 


12.0413 


Cosmetology Instructor 


6 


3 


50% 


4 


2 


50% 








2 


1 


50% 


15.1100 


Land Surveying - Analytical Exam 




















1 


1 


100% 


15.1 100 


Land Surveying - Legal Exam 




















1 


1 


100% 


19.0708 


Child Care Administrator 




















3 


1 


33% 


43.0104 


Law Enforcement, Peace Officer - Academi 














75 


54 


72% 








43.0107 


Law Enforcement, Peace Officer - Academ 








96 


45 


47% 








62 


43 


69% 


43.0201 


Fire Protection (Arson Investigator) 


21 


21 


100% 


11 


11 


100% 


10 


9 


90% 








43.0201 


Fire Protection (Inspector) 








10 


10 


100% 








22 


22 


100% 


43.0203 


Fire Protection (Structure) 














6 


6 


100% 


12 


12 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. Tabic 111 Page 39 of 94 
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Houston Community College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


47.0607 


Aircraft Mechanic- Powerplant 


56 


48 


86% 




















47.0607 


Aircraft Mechanic- General 


57 


51 


89% 




















47.0607 


Aircraft Mechanic- Airframe 


56 


49 


88% 




















51.0205 


Deaf Interpreter 


6 


3 


50% 


3 


2 


67% 


10 


6 


60% 








51.0801 


Medical Assistant 




















13 


4 


31% 


51.0803 


Occupational Therapy Assistant 


21 


21 


1 00% 




















51.0806 


Physical Therapy Assistant 


52 


34 


65% 








28 


28 


100% 


30 


26 


87% 


51.0904 


Paramedic 


196 


157 


80% 


3 


2 


67% 


3 


2 


67% 


147 


141 


96% 


51.0905 


Nuclear Medicine Technology 








6 


5 


83% 


12 


10 


83% 


23 


22 


96% 


51.0907 


Medical Radiologic Technologist - Radiogra 








28 


26 


93% 


39 


33 


85% 


33 


30 


91% 



Law Enforcement is now reported under 5 categories. See Explanation. Tabic III P a 8 e 40 of 94 
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Houston Community College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1004 


Medical Laboratory Technician 














8 


7 


88% 








51.1601 


Nurse, Registered 


124 


111 


90% 


64 


51 


80% 


100 


80 


80% 


103 


93 


90% 


51.1613 


Nurse, LVN 


68 


60 


88% 


62 


49 


79% 


54 


42 


78% 


49 


40 


82% 


51.1614 


Nurse Aide 


46 


44 


96% 


102 


77 


75% 








68 


48 


71% 


52.0405 


Court Reporting 


30 


3 


10% 


15 


3 


20% 


22 


0 


0% 


11 


1 


9% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Kilgore College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


61 


48 


79% 


72 


65 


90% 


58 


47 


81% 


65 


54 


83% 


12.0413 


Cosmetology Instructor 




















1 


1 


100% 


43.0102 


Law Enforcement, Corrections - Academy 








165 


144 


87% 








216 


157 


73% 


43.0104 


Law Enforcement, Peace Officer - Academi 


234 


215 


92% 


16 


3 


19% 








1 


1 


100% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 


166 


130 


78% 


202 


133 


66% 


1 


0 


0% 


220 


156 


71% 


43.0107 


Law Enforcement, Reserve Officer - Acade 




















84 


48 


57% 


43.0203 


Fire Protection (Structure) 


86 


81 


94% 


48 


41 


85% 


33 


30 


91% 


69 


65 


94% 


51.0801 


Medical Assistant 














13 


7 


54% 


12 


6 


50% 


51.0806 


Physical Therapy Assistant 


26 


20 


77% 


53 


34 


64% 


17 


17 


100% 


4 


2 


50% 


51.0904 


Paramedic 


147 


105 


71% 


132 


99 


75% 


96 


70 


73% 


69 


57 


83% 



Law Enforcement is now reported under 5 categories. See Explanation. Table 111 Page 42 of 94 
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Kilgore College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0907 


Medical Radiologic Technologist - Radiogra 








11 


10 


91% 


12 


7 


58% 


20 


14 


70% 


51.1004 


Medical Laboratory Technician 














5 


2 


40% 








51.1601 


Nurse, Registered 


47 


37 


79% 


27 


25 


93% 


31 


30 


97% 


26 


22 


85% 


51.1613 


Nurse, LVN 


35 


35 


100% 


38 


37 


97% 


32 


31 


97% 


30 


30 


100% 


51.1614 


Nurse Aide 


150 


144 


96% 


91 


83 


91% 








104 


89 


86% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Lamar Institute of Technology 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 


17 


9 


53% 








42 


35 


83% 








43.0107 


Law Enforcement, Peace Officer - Academ 








31 


19 


61% 














43.0201 


Fire Protection (Inspector) 


























43.0203 


Fire Protection (Structure) 


26 


24 


92% 


28 


22 


79% 


28 


22 


79% 


47 


38 


81% 


51.0904 


Emergency Medical Technician Basic 








39 


37 


95% 


50 


36 


72% 








51.0904 


Paramedic 




















53 


40 


75% 


51.0907 


Medical Radiologic Technologist - Radiogra 








27 


26 


96% 


26 


25 


96% 









Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Lamar State College - Orange 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0405 


Massage Therapy 




















3 


2 


67% 


51.0904 


Paramedic 














5 


5 


100% 


17 


14 


82% 


51.1004 


Medical Laboratory Technician 














9 


3 


33% 








51.1601 


Nurse, Registered 


42 


33 


79% 


47 


30 


64% 


62 


47 


76% 


50 


36 


72% 


51.1613 


Nurse, LVN 


76 


69 


91% 


80 


73 


91% 


62 


56 


90% 


51 


45 


88% 


51.1614 


Nurse Aide 


100 


100 


100% 


22 


21 


95% 


11 


10 


91% 


19 


17 


89% 



Law Enforcement is now reported under 5 categories. See Explanation, 
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Texas Higher Education Coordinating Board 
‘ 2002 Statewide Licensure Report 



Lamar State College - Port Arthur 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


passed 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


35 


29 


83% 


27 


22 


81% 


37 


27 


73% 


24 


20 


83% 


12.0413 


Cosmetology Instructor 


0 












8 


4 


50% 


5 


2 


40% 


51.1601 


Nurse, Registered 


29 


25 


86% 


23 


22 


96% 


30 


21 


70% 


30 


24 


80% 


51.1613 


Nurse, LVN 


66 


56 


85% 


61 


52 


85% 


70 


55 


79% 


39 


38 


97% 


51.1614 


Nrnse Aide 


44 


42 


95% 


39 


36 


92% 








14 


14 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Laredo Community College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0102 


Law Enforcement, Corrections - Academy 








126 


109 


87% 


50 


36 


72% 


37 


20 


54% 


43.0104 


Law Enforcement, Peace Officer - Academi 


61 


47 


77% 


5 


1 


20% 


64 


57 


89% 


1 


0 


0% 


43.0107 


Law Enforcement, Peace Officer - Academ 


61 


50 


82% 


76 


59 


78% 


3 


0 


0% 


79 


68 


86% 


51.0803 


Occupational Therapy Assistant 


























51.0806 


Physical Therapy Assistant 


16 


II 


69% 


20 


16 


80% 


17 


17 


100% 


5 


5 


100% 


51.0904 


Paramedic 


6 


5 


83% 


52 


28 


54% 


34 


25 


74% 


31 


23 


74% 


51.0907 


Medical Radiologic Technologist - Radiogra 








12 


11 


92% 


9 


9 


100% 


15 


10 


67% 


51.1004 


Medical Laboratory Technician 














10 


5 


50% 








51.1601 


Nurse, Registered 


28 


25 


89% 


2 


2 


100% 


40 


38 


95% 


39 


34 


87% 


51.1613 


Nurse, LVN 


33 


29 


88% 


30 


28 


93% 


22 


18 


82% 









Law Enforcement is now reported under 5 Categories. Sec Explanation. Tabic III P fl 8 e 47 of 94 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Laredo Community College 



CIP Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 Nurse Aide 


58 


56 


97% 


37 


23 


62% 


55 


50 


91% 


68 


57 


84% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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BEST COPY AVAILABLE 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Lee College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


29 


27 


93% 


16 


15 


94% 


23 


22 


96% 


34 


28 


82% 


12.0413 


Cosmetology Instructor 


11 


4 


36% 


1 


0 


0% 


1 


1 


100% 








51.0904 


Paramedic 


30 


28 


93% 


54 


48 


89% 


43 


32 


74% 


60 


48 


80% 


51.1601 


Nurse, Registered 


16 


14 


88% 


19 


18 


95% 


30 


27 


90% 


28 


23 


82% 


51.1613 


Nurse, LVN 


33 


28 


85% 


36 


22 


61% 


30 


20 


67% 


27 


24 


89% 


51.1614 


Nurse Aide 


106 


99 


93% 


104 


82 


79% 


50 


34 


68% 


48 


39 


81% 



Law Enforcement is now reported under 5 categories. Soc Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



McClennan Community College 



CLP Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


5 1 .0904 Emergency Medical Technician Basic 








137 


112 


82% 


7 


4 


57% 


28 


26 


93% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



McLennan Community College 



CIP 


Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


38 


37 


97% 


41 


35 


85% 


31 


23 


74% 


40 


37 


93% 


43.0107 


Law Enforcement, Peace Officer - Academ 


























43.0203 


Fire Protection (Structure) 


38 


38 


1 00% 


18 


16 


89% 


27 


24 


89% 


45 


45 


100% 


51.0205 


Deaf Interpreter 


2 


0 


0% 


2 


1 


50% 














51.0806 


Physical Therapy Assistant 


31 


23 


74% 


18 


11 


61% 


18 


18 


100% 


6 


3 


50% 


51.0904 


Paramedic 








37 


34 


92% 


153 


139 


91% 


122 


103 


84% 


51.0907 


Medical Radiologic Technologist - Radiogra 








18 


18 


100% 


20 


20 


100% 


15 


8 


53% 


51.1004 


Medical Laboratory Technician 














10 


2 


20% 








51.1601 


Nurse, Registered 


87 


68 


78% 


57 


54 


95% 


97 


85 


88% 


92 


80 


87% 


51.1613 


Nurse, LVN 


63 


63 


1 00% 


94 


87 


93% 


74 


66 


89% 


68 


65 


96% 



Law Enforcement is now reported under 5 categories. See Explanation. Table III 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



McLennan Community College 



CIP Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 Nurse Aide 


124 


1 19 


96% 


90 


76 


84% 








131 


111 


85% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Midland College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0405 


Massage Therapy 


18 


18 


100% 


43 


31 


72% 


47 


33 


70% 


27 


18 


67% 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 








1 


1 


100% 














43.0107 


Law Enforcement, Peace Officer - Academ 


























43.0107 


Breath Test Operator 




















51 


50 


98% 


43.0203 


Fire Protection (Structure) 


1 1 


9 


82% 


10 


8 


80% 


19 


14 


74% 


16 


14 


88% 


47.0607 


Aircraft Mechanic- General 


0 






3 


3 


100% 


11 


9 


81% 


7 


5 


71% 


47.0607 


Aircraft Mechanic- Airframe 


6 


6 


100% 


10 


10 


100% 


9 


9 


100% 


13 


13 


100% 


47.0607 


Aircraft Mechanic- Powerplant 


2 


1 


50% 


2 


1 


50% 


8 


8 


100% 


9 


9 


100% 


51.0808 


Veterinary Technician - Texas Law Exam 




















7 


6 


86% 


51.0808 


Veterinary Technician - National Exam 




















7 


6 


86% 



Law Enforcement is now reported under 5 categories. See Explanation. Table 111 Page 53 of 94 



BEST COPY AVAILABLE 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Midland College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 


50 


47 


94% 


85 


67 


79% 


54 


38 


70% 


21 


19 


90% 


51.0907 


Medical Radiologic Technologist - Radiogra 








8 


8 


100% 


7 


6 


86% 


11 


11 


100% 


51.1601 


Nurse, Registered 


44 


40 


91% 


32 


30 


94% 


34 


23 


68% 








51.1613 


Nurse, LVN 


28 


20 


71% 


21 


18 


86% 


32 


27 


84% 


27 


24 


89% 


51.1614 


Nurse Aide 


79 


73 


92% 


61 


48 


79% 








68 


57 


84% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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BEST COPY AVAILABLE 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Navarro College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0102 


Law Enforcement, Corrections - Academy 








75 


61 


81% 


11 


8 


73% 


40 


34 


85% 


43.0104 


Law Enforcement, Peace Officer - Academi 


129 


98 


76% 


4 


0 


0% 


39 


33 


85% 








43.0107 


Law Enforcement, Peace Officer - Acadcm 


74 


45 


61% 


27 


21 


78% 


4 


2 


50% 


42 


36 


86% 


43.0107 


Law Enforcement, Reserve Officer - Acade 




















12 


8 


67% 


51.0803 


Occupational Therapy Assistant 


23 


20 


87% 




















51.0904 


Paramedic 














23 


22 


96% 


40 


36 


90% 


51.1004 


Medical Laboratory Technician 














2 


1 


50% 








51.1601 


Nurse, Registered 


38 


27 


71% 


8 


8 


100% 


30 


26 


87% 


33 


30 


91% 


51.1613 


Nurse, LVN 


54 


49 


91% 


41 


36 


88% 


67 


6) 


91% 


61 


51 


84% 


51.1614 


Nurse Aide 


26 


23 


88% 


15 


11 


73% 








52 


36 


69% 



Law Enforcement is now reported under 5 categories. Sec Explanation. Tabic III Page 55 of 94 




136 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



NHMCCD - Kingwood College 



C1P 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


21 


19 


90% 


15 


14 


93% 


18 


17 


94% 


20 


14 


70% 


12.0413 


Cosmetology Instructor 


0 






1 


1 


100% 














51.1613 


Nurse, LVN 


56 


52 


93% 


54 


44 


81% 


56 


40 


71% 


42 


32 


76% 


51.1614 


Nurse Aide 








74 


71 


96% 








118 


87 


74% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



NHMCCD - Montgomery College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0806 


Physical Therapy Assistant 








25 


20 


80% 


14 


13 


93% 


21 


16 


76% 


51.0904 


Paramedic 


44 


30 


68% 


45 


36 


80% 


4 


1 


25% 








51.1613 


Nurse, LVN 


22 


19 


86% 


22 


17 


77% 


23 


18 


78% 


24 


23 


96% 


51.1614 


Nurse Aide 








20 


20 


100% 








28 


26 


93% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



NHMCCD - North Harris College 



C1P 


Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


22 


20 


91% 


9 


8 


89% 


20 


16 


80% 


38 


29 


76% 


12.0413 


Cosmetology Instructor 








2 


2 


100% 








4 


2 


50% 


43.0104 


Law Enforcement, Peace Officer - Academi 








2 


0 


0% 


99 


72 


73% 








43.0107 


Law Enforcement, Reserve Officer - Acade 




















43 


25 


58% 


43.0107 


Breath Test Operator 




















95 


93 


98% 


51.0904 


Paramedic 


36 


34 


94% 


145 


125 


86% 


213 


169 


79% 


146 


134 


92% 


51.1601 


Nurse, Registered 


99 


90 


91% 


27 


26 


96% 


79 


63 


80% 


78 


63 


81% 


51.1613 


Nurse, LVN 


19 


19 


1 00% 


11 


11 


100% 


11 


11 


100% 








51.1614 


Nurse Aide 


84 


72 


86% 


93 


63 


68% 








80 


61 


76% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



NHMCCD - Tomball College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0808 


Veterinary Technician - National Exam 




















16 


16 


100% 


51.0808 


Veterinary Technician - Texas Law Exam 




















16 


16 


100% 


51.1601 


Nurse, Registered 




















32 


27 


84% 


51.1613 


Nurse, LVN 








8 


7 


88% 


3 


3 


1 00% 








51.1614 


Nurse Aide 








22 


19 


86% 








19 


12 


63% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



NMHCCD - North Harris College 



CIP Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 Law Enforcement, Peace Officer - Academ 


37 


19 


51% 


80 


59 


74% 


1 


1 


100% 


128 


98 


77% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



North Central Texas College 



OP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


'TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


14 


11 


79% 


15 


15 


100% 


26 


24 


92% 


24 


21 


88% 


12.0413 


Cosmetology Instructor 


9 


5 


56% 








1 


1 


100% 


2 


1 


50% 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 
















• 




l 


0 


0% 


51.0803 


Occupational Therapy Assistant 


36 


33 


92% 




















51.0904 


Paramedic 








84 


78 


93% 


78 


74 


95% 


45 


43 


96% 


51.1601 


Nurse, Registered 


44 


43 


98% 


45 


38 


84% 


55 


50 


91% 


24 


24 


100% 


51.1613 


Nurse, LVN 


57 


56 


98% 








74 


70 


95% 


83 


76 


92% 


51.1614 


Nurse Aide 


28 


27 


96% 


26 


23 


88% 








14 


14 


100% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Tabic HI 



Page 61 of 94 



ERIC 



142 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Northeast Texas Community College 



C1P 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


8 


S 


1 00% 


5 


4 


80% 


14 


14 


100% 


8 


8 


100% 


43.0102 


Law Enforcement, Corrections - Academy 








11 


5 


45% 


5 


3 


60% 


6 


3 


50% 


43.0 104 


Law Enforcement, Peace Officer - Academi 


15 


9 


60% 


30 


15 


50% 


18 


12 


67% 


17 


5 


29% 


43.0107 


Law Enforcement, Peace Officer - Academ 


14 


13 


93% 


13 


11 


85% 


30 


15 


50% 


22 


16 


73% 


51.0904 


Paramedic 


10 


9 


90% 


53 


45 


85% 


84 


75 


89% 


48 


43 


90% 


51.1601 


Nurse, Registered 


21 


18 


86% 


9 


8 


89% 


22 


20 


91% 


20 


18 


90% 


51.1613 


Nurse, LVN 


25 


24 


96% 


27 


25 


93% 


18 


18 


100% 


20 


20 


100% 


51.1614 


Nurse Aide 


103 


95 


92% 


26 


24 


92% 















Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Odessa College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


18 


17 


94% 


37 


26 


70% 


35 


32 


91% 


41 


29 


71% 


12.0405 


Massage Therapy 








7 


5 


71% 


29 


17 


59% 


34 


21 


62% 


12.0413 


Cosmetology Instructor 


























43.0102 


Law Enforcement, Corrections - Academy 








31 


19 


61% 


4 


4 


100% 


48 


29 


60% 


43.0104 


Law Enforcement, Peace Officer - Academi 


19 


2 


1 1% 


1 


0 


0% 


60 


47 


78% 








43.0107 


Law Enforcement, Peace Officer - Academ 


49 


26 


53% 


86 


21 


24% 


1 


1 


100% 


49 


30 


61% 


43.0203 


Fire Protection (Structure) 


22 


18 


82% 


12 


6 


50% 


12 


11 


92% 


24 


17 


71% 


51.0806 


Physical Therapy Assistant 


21 


20 


95% 


19 


15 


79% 


16 


16 


100% 


l 


1 


100% 


51.0904 


Paramedic 








49 


41 


84% 


105 


71 


68% 


78 


59 


76% 


51.0907 


Medical Radiologic Technologist - Radiogra 








9 


9 


100% 


10 


10 


100% 


8 


8 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. Tabic 111 Page 63 of 94 



BEST COPY AVAILABLE 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Odessa College 



CIP Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


O/ 

/o 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1 004 Medical Laboratory Technician 














6 


1 


17% 








51.1601 Nurse, Registered 


66 


55 


83% 


42 


33 


79% 


53 


42 


79% 


35 


28 


80% 


51.1613 Nurse, LVN 


55 


53 


96% 


35 


32 


91% 


48 


43 


90% 








51.1614 Nurse Aide 


1 


0 


0% 


193 


149 


77% 








139 


109 


78% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Panola College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


ITSTITD 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


22 


21 


95% 


12 


11 


92% 


14 


10 


71% 


28 


20 


71% 


51.0803 


Occupational Therapy Assistant 


























51.0904 


Emergency Medical Technician Basic 














12 


12 


100% 








51.1601 


Nurse, Registered 


28 


23 


82% 


19 


17 


89% 


27 


23 


85% 


23 


16 


70% 


51.1613 


Nurse, LVN 


61 


54 


89% 


49 


42 


86% 


49 


35 


71% 


38 


28 


74% 


51.1614 


Nurse Aide 


167 


147 


88% 


37 


28 


76% 








43 


35 


81% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Paris Junior College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


9 


8 


89% 


12 


9 


75% 


12 


9 


75% 


18 


14 


78% 


12.0413 


Cosmetology Instructor 


























51.0904 


Paramedic 














67 


56 


84% 


54 


47 


87% 


51.1601 


Nurse, Registered 


31 


28 


90% 


18 


16 


89% 


34 


27 


79% 


32 


29 


91% 


51.1613 


Nurse, LVN 


49 


49 


1 00% 


55 


52 


96% 


48 


45 


94% 


26 


25 


96% 


51.1614 


Nurse Aide 


95 


93 


98% 


118 


96 


81% 








68 


59 


87% 



Law Enforcement is now reported under 5 categories. See Explanation, 
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Ranger College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


I TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


17 


14 


82% 


19 


18 


95% 








28 


18 


64% 


12.0413 


Cosmetology Instructor 








1 


1 


1 00% 














51.1613 


Nurse, LVN 


51 


41 


80% 


12 


11 


92% 


56 


52 


93% 


42 


37 


88% 


51.1614 


Nurse Aide 








22 


20 


91% 















Law Enforcement is now reported under 5 categories. Sec Explanation. 
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San Jacinto College - Central 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


33 


28 


85% 


43 


37 


86% 


41 


32 


78% 


40 


34 


85% 


12.0413 


Cosmetology Instructor 


8 


5 


63% 




















15.1100 


Land Surveying - Legal Exam 




















1 


0 


0% 


15.1 100 


Land Surveying - Analytical Exam 




















2 


1 


50% 


15.1100 


Land Surveying 














2 


1 


50% 








19.0708 


Child Care Administrator 




















4 


2 


50% 


43.0104 


Law Enforcement, Peace Officer - Academi 








1 


0 


0% 








6 


3 


50% 


43.0107 


Law Enforcement, Peace Officer - Academ 














3 


2 


67% 








43.0201 


Fire Protection (Arson Investigator) 


7 


7 


100% 




















43.0203 


Fire Protection (Structure) 


42 


36 


86% 


22 


17 


77% 


25 


23 


92% 


44 


40 


91% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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San Jacinto College - Central 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 


208 


164 


79% 


224 


189 


84% 


265 


213 


80% 


184 


158 


86% 


51.0907 


Medical Radiologic Technologist - Radiogra 








48 


42 


88% 


49 


45 


92% 


72 


64 


89% 


51.1004 


Medical Laboratory Technician 














5 


2 


40% 








51.1601 


Nurse, Registered 


144 


131 


91% 


80 


75 


94% 


121 


106 


88% 


129 


113 


88% 


51.1614 


Nurse Aide 








21 


13 


62% 








66 


58 


88% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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San Jacinto College - North 



CIP 


Program 


1998 


1999 


2000 




2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


32 


30 


94% 


50 


49 


98% 


38 


37 


97% 


42 


39 


93% 


12.0413 


Cosmetology Instructor 


21 


10 


48% 


13 


5 


38% 


2 


2 


100% 


13 


7 


54% 


51.0904 


Paramedic 


67 


57 


85% 


148 


125 


84% 


131 


112 


86% 


104 


94 


90% 


51.1613 


Nurse, LVN 


70 


59 


84% 


64 


59 


92% 


67 


56 


84% 


64 


53 


83% 


51.1614 


Nurse Aide 


95 


87 


92% 


7 


5 


71% 








15 


8 


53% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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San Jacinto College - South 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


29 


27 


93% 


32 


31 


97% 


44 


37 


84% 


30 


24 


80% 


12.0413 


Cosmetology Instructor 


13 


6 


46% 


16 


10 


63% 


7 


4 


57% 


7 


5 


71% 


51.0806 


Physical Therapy Assistant 








13 


13 


100% 


18 


18 


100% 


3 


2 


67% 


51.1601 


Nurse, Registered 


26 


22 


85% 








30 


27 


90% 


61 


53 


87% 


51.1613 


Nurse, LVN 


62 


62 


100% 


71 


71 


100% 


70 


67 


96% 








51.1614 


Nurse Aide 


89 


81 


91% 


1 


0 


0% 








44 


39 


89% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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South Plains College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


24 


19 


79% 


17 


6 


35% 


25 


22 


80% 


10 


4 


40% 


12.0413 


Cosmetology Instructor 


2 


2 


1 00% 




















43.0102 


Law Enforcement, Corrections - Academy 








12 


10 


83% 


16 


13 


81% 








43.0104 


Law Enforcement, Peace Officer - Academi 


26 


25 


96% 


14 


6 


43% 


32 


18 


56% 


n 


8 


73% 


43.0107 


Law Enforcement, Peace Officer - Academ 


47 


29 


62% 


36 


21 


58% 


9 


2 


22% 


30 


21 


70% 


51.0907 


Medical Radiologic Technologist - Radiogra 








8 


6 


75% 


13 


12 


92% 


9 


7 


78% 


51.1601 


Nurse, Registered 


38 


38 


100% 


38 


34 


89% 


29 


28 


97% 


39 


30 


77% 


51.1613 


Nurse, LVN 


63 


62 


98% 


52 


51 


98% 


70 


67 


96% 


67 


61 


91% 


51.1614 


Nurse Aide 


103 


94 


91% 


49 


42 


86% 


44 


38 


86% 


80 


60 


75% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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South Texas Community College 



C1P 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0806 


Physical Therapy Assistant 














10 


10 


100% 


1 


1 


100% 


51.0904 


Paramedic 


134 


76 


57% 


86 


70 


81% 


92 


63 


68% 


82 


66 


80% 


51.0907 


Medical Radiologic Technologist - Radiogra 








13 


12 


92% 


14 


11 


79% 


18 


13 


72% 


51.1601 


Nurse, Registered 














44 


30 


68% 


41 


34 


83% 


51.1613 


Nurse, LVN 


53 


43 


81% 


46 


38 


83% 


79 


51 


65% 


49 


44 


90% 


51.1614 


Nurse Aide 


133 


124 


93% 


88 


75 


85% 


108 


97 


90% 


68 


67 


99% 



Low Enforcement is now reported under 5 categories. Sec Explanation. 
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Southwest Texas Junior College 



CIP 


Program 


1998 


1999 


2000 


2001 




Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


4 


3 


75% 


5 


4 


80% 


5 


5 


100% 


17 


11 


65% 


12.0413 


Cosmetology Instructor 




















2 


0 


0% 


43.0102 


Law Enforcement, Corrections - Academic 














5 


1 


20% 


1 


0 


0% 


43.0102 


Law Enforcement, Corrections - Academy 








3 


0 


0% 














43.0104 


Law Enforcement, Peace Officer - Academi 




















3 


1 


33% 


43.0107 


Law Enforcement, Peace Officer - Academ 














1 


1 


100% 








51.1613 


Nurse, LVN 


44 


43 


98% 


37 


35 


95% 


52 


47 


90% 








51.1614 


Nurse Aide 


37 


31 


84% 


55 


37 


67% 








18 


10 


56% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Tarrant County Junior College - Northeast 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0806 


Physical Therapy Assistant 


25 


22 


88% 


35 


20 


57% 


18 


18 


100% 


4 


3 


75% 


51.0904 


Paramedic 








156 


149 


96% 


180 


160 


89% 


124 


1 1 1 


90% 


51.0907 


Medical Radiologic Technologist - Radiogra 








16 


16 


100% 


22 


21 


96% 


24 


22 


92% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Tarrant County Junior College - Northwest 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


15.1 100 


Land Surveying - Legal Exam 




















2 


2 


100% 


15.1 100 


Land Surveying 














1 


1 


100% 








15.1 100 


Land Surveying - Analytical Exam 




















3 


3 


100% 


43.0102 


Law Enforcement, Corrections - Academy 




















6 


4 


67% 


43.0104 


Law Enforcement, Peace Officer - Academi 


7 


6 


86% 


4 


0 


0% 


85 


76 


89% 


6 


2 


33% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 


104 


53 


51% 


122 


80 


66% 


2 


1 


50% 


1 18 


99 


84% 


43.0107 


Breath Test Operator 




















145 


144 


99% 


43.0203 


Fire Protection (Structure) 


81 


79 


98% 


35 


27 


77% 


36 


29 


81% 


89 


84 


94% 


47.0607 


Aircraft Mechanic- Airframe 


42 


38 


90% 


5 


3 


60% 


43 


41 


95% 


39 


37 


95% 


47.0607 


Aircraft Mechanic- General 


40 


34 


85% 


6 


5 


83% 


43 


39 


91% 


39 


39 


100% 



Law Enforcement is now reported under 5 categories. See Explanation. Table 111 
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Tarrant County Junior College - Northwest 



C1P 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


47.0607 


Aircraft Mechanic- Powerplant 


28 


27 


96% 


12 


11 


92% 


22 


22 


100% 


41 


41 


1 00% 


51.0205 


Deaf Interpreter 


16 


8 


50% 


2 


1 


50% 


12 


1 


8% 


10 


2 


20% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Tarrant County Junior College - South 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1601 


Nurse, Registered 


161 


151 


94% 


ill 


101 


91% 


141 


124 


88% 


127 


112 


88% 


51.1614 


Nurse Aide 


80 


79 


99% 


81 


73 


90% 


54 


48 


89% 


51 


48 


94% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Temple College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0104 


Law Enforcement, Peace Officer - Academi 








4 


2 


50% 








11 


8 


73% 


43.0107 


Law Enforcement, Peace Officer - Academ 














3 


0 


0% 








51.0904 


Paramedic 








50 


44 


88% 


85 


78 


92% 


83 


79 


95% 


51.1004 


Medical Laboratory Technician 














12 


4 


33% 








51.1601 


Nurse, Registered 


33 


31 


94% 


29 


24 


83% 


30 


30 


100% 


41 


38 


93% 


51.1613 


Nurse, LVN 


51 


46 


90% 


48 


41 


85% 


52 


40 


77% 


46 


45 


98% 


51.1614 


Nurse Aide 


29 


29 


1 00% 


29 


21 


72% 








49 


45 


92% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texarkana College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


27 


25 


93% 


25 


20 


80% 


26 


20 


77% 


21 


12 


57% 


12.0413 


Cosmetology Instructor 


1 


1 


100% 


2 


0 


0% 


4 


2 


50% 








43.0104 


Law Enforcement, Peace Officer - Acadcmi 








15 


9 


60% 








15 


6 


40% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 














6 


4 


67% 








43.0203 


Fire Protection (Structure) 


























51.0904 


Paramedic 


13 


12 


92% 


27 


24 


89% 


39 


32 


82% 


21 


19 


90% 


51.1601 


Nurse, Registered 


64 


60 


94% 


31 


27 


87% 


71 


59 


83% 


66 


57 


86% 


51.1613 


Nurse, LVN 


80 


75 


94% 


64 


57 


89% 


74 


61 


82% 


36 


35 


97% 


51.1614 


Nurse Aide 








22 


22 


100% 















Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Southmost College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 


























51.0907 


Medical Radiologic Technologist - Radiogru 








20 


18 


90% 








19 


13 


68% 


51.1601 


Nurse, Registered 


























51.1613 


Nurse, LVN 








86 


73 


85% 


28 


25 


89% 








51.1614 


Nurse Aide 








2 


1 


50% 















Law Enforcement is now reported under 5 categories. See Explanation. 



Table 111 



Page 81 of 94 




162 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Texas State Technical College - Harlingen 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0203 


Fire Protection (Structure) 


























47.0607 


Aircraft Mechanic- General 


3 


3 


1 00% 




















47.0607 


Aircraft Mechanic- Airframe 


1 


1 


100% 


3 


2 


66% 














47.0607 


Aircraft Mechanic- Powerplant 


1 


1 


1 00% 


1 


1 


100% 


1 


1 


100% 








51.0904 


Paramedic 


82 


58 


71% 


81 


65 


80% 


131 


116 


89% 


81 


72 


89% 


51.1614 


Nutse Aide 


44 


37 


84% 


52 


46 


88% 


56 


46 


82% 


33 


31 


94% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas State Technical College - Sweetwater 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


15.1100 


Land Surveying 














2 


1 


50% 








47.0607 


Aircraft Mechanic- General 


8 


6 


75% 


18 


11 


61% 


11 


11 


100% 


8 


8 


100% 


47.0607 


Aircraft Mechanic- Powerplant 


2 


2 


100% 


3 


3 


1 00% 


7 


6 


86% 


6 


5 


83% 


47.0607 


Aircraft Mechanic- Airframe 


6 


6 


1 00% 


19 


17 


89% 


15 


14 


93% 


7 


7 


100% 


51.0904 


Paramedic 








91 


72 


79% 


35 


24 


69% 


150 


132 


88% 


51.1613 


Nurse, LVN 


64 


60 


94% 


76 


73 


96% 


64 


56 


88% 


81 


62 


77% 


51.1614 


Nurse Aide 


54 


50 


93% 


27 


26 


96% 


31 


30 


97% 


20 


18 


90% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas State Technical College - Waco 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


15.1100 


Land Surveying - Legal Exam 




















5 


4 


80% 


15.1100 


Land Surveying - Analytical Exam 




















7 


3 


43% 


47.0607 


Aircraft Mechanic- Airframe 


7 


7 


1 00% 


15 


14 


93% 








12 


10 


83% 


47.0607 


Aircraft Mechanic- General 


6 


6 


1 00% 


1 


1 


1 00% 


2 


2 


100% 


15 


13 


87% 


47.0607 


Aircraft Mechanic- Powcrplant 


8 


7 


88% 


3 


3 


1 00% 


3 


3 


100% 


14 


13 


93% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Trinity Valley Community College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


33 


29 


88% 


36 


32 


89% 


62 


52 


84% 


58 


48 


83% 


12.0413 


Cosmetology Instructor 


4 


1 


25% 


1 


1 


100% 














51.0904 


Paramedic 








59 


48 


81% 


92 


66 


72% 


1 10 


82 


75% 


51.0904 


Emergency Medical Technician Basic 








4 


4 


100% 














51.1601 


Nurse, Registered 


52 


46 


88% 


70 


66 


94% 


58 


48 


83% 


70 


65 


93% 


51.1613 


Nurse, LVN 


55 


51 


93% 


42 


41 


98% 


45 


41 


91% 


28 


19 


68% 


51.1614 


Nurse Aide 


111 


104 


94% 


62 


54 


87% 


42 


35 


83% 


80 


62 


78% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Tyler Junior College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


15.1100 


Land Surveying - Analytical Exam 




















2 


0 


0% 


15.1100 


Land Surveying - Legal Exam 




















3 


2 


67% 


15.1100 


Land Surveying 














6 


2 


67% 








43.0104 


Law Enforcement, Peace Officer - Acadcmi 








12 


1 


8% 


16 


13 


81% 


3 


2 


67% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 














2 


1 


50% 


8 


8 


100% 


51.0205 


Deaf Interpreter 


3 


0 


0% 


4 


1 


25% 


4 


2 


50% 


6 


2 


33% 


51.0904 


Paramedic 








128 


108 


84% 


1 17 


100 


85% 


65 


56 


86% 


51.0907 


Medical Radiologic Technologist - Radiogra 








22 


22 


100% 


28 


25 


89% 


27 


19 


70% 


51.1004 


Medical Laboratory Technician 














12 


11 


92% 








51.1601 


Nurse, Registered 


63 


59 


94% 


60 


57 


95% 


65 


55 


85% 


61 


56 


92% 



Law Enforcement is now reported under 5 categories. Sec Explanation. Tabic 111 Page 86 of 94 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Tyler Junior College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESITD 


PASSED 


o/ 

/o 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 


102 


95 


93% 


72 


61 


85% 


100 


89 


89% 


66 


60 


91% 


51.1614 


Nurse Aide 


337 


320 


95% 


144 


120 


83% 








90 


65 


72% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Vernon College 



CtP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESITD 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


17 


13 


76% 


31 


28 


90% 


55 


45 


82% 


33 


32 


97% 


12.0413 


Cosmetology Instructor 


1 


1 


100% 


2 


2 


100% 


5 


2 


40% 


1 


0 


0% 


43.0107 


Law Enforcement, Peace Officer - Academ 


























43.0203 


Fire Protection (Structure) 








5 


4 


80% 








9 


9 


100% 


51.0904 


Paramedic 


82 


67 


82% 


119 


102 


86% 


93 


79 


85% 


213 


205 


96% 


51.1601 


Nurse, Registered 


45 


40 


89% 


16 


16 


1 00% 


63 


56 


88% 


55 


46 


84% 


51.1613 


Nurse, LVN 


105 


93 


89% 


130 


114 


88% 


124 


99 


80% 


84 


64 


76% 


51.1614 


Nurse Aide 


173 


164 


95% 


169 


153 


90% 








109 


104 


95% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Victoria College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Academ 


























43.0203 


Fire Protection (Structure) 








9 


5 


56% 


9 


6 


67% 


13 


9 


69% 


51.0904 


Paramedic 


120 


97 


81% 


94 


85 


90% 


109 


94 


86% 


110 


95 


86% 


51.1004 


Medical Laboratory Technician 














7 


4 


57% 








51.1601 


Nurse, Registered 


67 


63 


94% 


61 


55 


90% 


49 


48 


98% 


50 


43 


86% 


51.1613 


Nurse, LVN 


127 


1 15 


91% 


103 


89 


86% 


168 


146 


87% 


132 


110 


83% 


51.1614 


Nurse Aide 


76 


72 


95% 


59 


46 


78% 








97 


73 


75% 



Law Enforcement is now reported under 5 Categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Weatherford College 



CIP 


Program 


1998 


1999 


2000 


2001 


Sour:e/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


26 


24 


92% 


20 


19 


95% 


17 


17 


1 00% 


20 


19 


95% 


12.0413 


Cosmetology Instructor 


4 


2 


50% 




















19.0708 


Child Care Administrator 




















1 


1 


100% 


43.0102 


Law Enforcement, Corrections - Academy 




















9 


7 


78% 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 


9 


4 


44% 








84 


67 


80% 








43.0107 


Law Enforcement, Peace Officer - Academ 


72 


44 


61% 


50 


29 


58% 








125 


73 


58% 


43.0107 


Law Enforcement, Reserve Officer - Acadc 




















51 


27 


53% 


43.0201 


Fire Protection (Arson Investigator) 








7 


7 


100% 








11 


8 


73% 


43.0203 


Fire Protection (Structure) 


0 






0 


0 


0% 


8 


6 


75% 








51.0904 


Paramedic 


33 


21 


64% 


61 


54 


89% 


80 


68 


85% 


60 


55 


92% 



Law Enforcement is row reported under 5 categories. See Explanation. Table 111 Page 90 of 94 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Weatherford College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 


40 


37 


93% 


38 


36 


95% 


56 


50 


89% 


42 


38 


90% 


51.1614 


Nurse Aide 


50 


50 


1 00% 


21 


20 


95% 















Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Western Texas College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




















2 


2 


100% 


43.0102 


Law Enforcement, Corrections - Academic 




















1 


1 


100% 


51.0904 


Paramedic 








21 


17 


85% 


52 


35 


67% 


60 


53 


88% 


51.1613 


Nurse, LVN 


18 


17 


94% 


19 


16 


84% 


10 


8 


80% 


18 


15 


83% 


51.1614 


Nurse Aide 








7 


5 


71% 















Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Wharton County Junior College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 


20 


17 


85% 


21 


17 


81% 


37 


24 


65% 


31 


26 


84% 


12.0413 


Cosmetology Instructor 


4 


3 


75% 








2 


1 


50% 


3 


1 


33% 


43.0102 


Law Enforcement, Corrections - Academy 








8 


4 


50% 














43.0104 


Law Enforcement, Peace Officer - Academi 


7 


2 


29% 


3 


2 


67% 


48 


39 


81% 








43.0107 


Law Enforcement, Peace Officer - Academ 


38 


15 


39% 


43 


24 


56% 








46 


29 


63% 


43.0201 


Fire Protection (Inspector) 








11 


8 


73% 














43.0201 


Fire Protection (Arson Investigator) 


10 


9 


90% 




















43.0203 


Fire Protection (Driver/Operator-Pumper) 




















34 


24 


71% 


43.0203 


Fire Protection (Structure) 


11 


11 


100% 


18 


11 


61% 








34 


29 


85% 


51.0806 


Physical Therapy Assistant 


24 


21 


88% 


23 


19 


83% 


12 


12 


100% 


1 


0 


0% 



Law Enforcement is now reported under 5 categories. See Explanation. Table 11 1 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 



Wharton County Junior College 



CIP 


Program 


1998 


1999 


2000 


2001 


Source/Reporting Agenc 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 


27 


25 


93% 


74 


65 


88% 


77 


65 


84% 


85 


77 


91% 


51.0907 


Medical Radiologic Technologist - Radiogra 








11 


11 


100% 


23 


21 


91% 


17 


14 


82% 


51.1601 


Nurse, Registered 


22 


21 


95% 


13 


13 


100% 


21 


19 


91% 


28 


28 


100% 


51.1613 


Nurse, LVN 


47 


47 


100% 


43 


43 


100% 


27 


27 


100% 


12 


12 


100% 


51.1614 


Nurse Aide 


15 


10 


67% 


19 


17 


89% 








23 


20 


87% 


Total 


15,624 


13,427 


86% 


15,832 


13,072 


83% 


14,351 


11,889 


83% 


18,085 


15,076 


83% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



ACCD - Palo Alto College 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


5 1 .0808 Veterinary Technician - Texas Law Exam 


























Institution Results 




















17 


15 


88% 


Statewide Totals 






0% 






0% 






0°/< 


63 


60 


95 % 


51.0808 Veterinary Technician - National Exam 


























Institution Results 




















19 


9 


47% 


Statewide Totals 






0% 






0% 






0% 


71 


53 


75 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



ACCD - San Antonio College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0300 


Funeral - Texas Law Exam 




























Institution Results 














IS 


14 


93% 


22 


22 


00% 




Statewide Totals 






0% 






0% 


IS 


14 


93°/ 


34 


34 


-02 % 


12.0301 


Embalmer 




























Institution Results 














22 


10 


45% 


14 


3 


21 % 




Statewide Totals 






0% 






0% 


22 


10 


45 % 


14 


3 


21 % 


12.0301 


Funeral Director 




























Institution Results 














7 


3 


43% 


6 


4 


67% 




Statewide Totals 






0% 






0% 


7 


3 


43% 


6 


4 


67 % 


12.0301 


Funeral Director-Embalmcr 




























Institution Results 














26 


14 


54% 


25 


11 


44%, 




Statewide Totals 






0% 






0% 


26 


14 


54% 


32 


17 


53 % 


43.0102 


Law Enforcement, Corrections - Academic 




























Institution Results 




















1 


0 


0%, 




Statewide Totals 






0% 






0% 


14 


5 


36% 


99 


32 


32 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



ACCD - San Antonio College 







1998 


1999 


2000 


2001 


OP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0102 


Law Enforcement, Corrections - Academy 




























Institution Results 








18 


13 


72% 


37 


24 


65% 


39 


25 


64% 




Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 


Law Enforcement, Peace Officer • Acadcmi 




























Institution Results 


77 


43 


56% 


12 


8 


67% 


166 


130 


78% 


14 


9 


64 % 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Reserve Officer • Acade 




























Institution Results 




















218 


166 


76% 




Statewide Totals 






0% 






0% 






0 % 


453 


304 


67 % 


43.0107 


Law Enforcement, Peace Officer • Acadcm 




























Institution Results 


183 


142 


78% 


179 


135 


75% 


16 


12 


75% 


226 


180 


80% 




Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1 124 


75 % 


43.0107 


Breath Test Operator 




























Institution Results 




















177 


173 


98 % 




Statewide Totals 






0% 






0% 






0% 


468 


460 


98 %> 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



ACCD - San Antonio College 







1998 


1999 


2000 


2001 


OP 


Program 


TESTED 


PASSED 


°/a 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0201 


Fire Protection (Inspector) 




























Institution Results 


5 


4 


80% 


6 


6 


100% 


18 


13 


72% 










Statewide Totals 


33 


32 


97% 


57 


49 


86% 


30 


25 


83% 


56 


55 


98 % 


43.0201 


Fire Protection (Arson Investigator) 




























Institution Results 














12 


9 


75% 










Statewide Totals 


60 


53 


88% 


25 


25 


100% 


37 


30 


81% 


41 


38 


93 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


68 


66 


97% 


43 


28 


65% 


33 


26 


79% 


74 


57 


77%, 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87 % 


51.0205 


Deaf Interpreter 




























Institution Results 








13 


10 


77% 








18 


10 


56%, 




Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50% 


56 


27 


48 % 


51.0801 


Medical Assistant 




























Institution Results 








25 


12 


48% 


13 


8 


62%, 


1 


0 


0% 




Statewide Totals 






0% 


53 


25 


47% 


60 


36 


60% 


47 


18 


38 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



ACCD - San Antonio College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 




























Institution Results 








81 


74 


91% 


121 


103 


85% 










Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84°/ 


3639 


3249 


89 % 


51.1601 


Nurse, Registered 




























Institution Results 


170 


153 


90% 


146 


125 


86% 


167 


140 


84% 


193 


170 


88% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








8 


7 


88% 
















Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 


52.0405 


Court Reporting 




























Institution Results 


23 


3 


13% 


15 


1 


7% 


12 


1 


8% 


10 


1 


10% 




Statewide Totals 


94 


18 


19% 


75 


17 


23% 


75 


14 


19% 


46 


10 


22 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



ACCD - St Philips College 









1998 






1999 






2000 




2001 




CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0405 


Massage Therapy 
Institution Results 


25 


20 


80% 


18 


9 


50% 


22 


18 


82% 


26 


17 


65%. 




Statewide Totals 


81 


72 


89% 


134 


97 


72% 


152 


113 


74% 


153 


105 


69 % 


47.0607 


Aircraft Mechanic- General 
Institution Results 


15 


13 


87% 


14 


11 


79% 


3 


2 


67% 


5 


4 


80% 




Statewide Totals 


132 


115 


87% 


42 


31 


74% 


72 


65 


90% 


87 


79 


91 % 


47.0607 


Aircraft Mechanic- Airframe 
Institution Results 


16 


15 


94% 


12 


11 


92% 


6 


4 


67% 


5 


3 


60% 




Statewide Totals 


135 


123 


91% 


67 


59 


88% 


81 


76 


94% 


82 


75 


91 % 


47.0607 


Aircraft Mechanic- Powerplant 
Institution Results 


8 


6 


75% 


9 


8 


89% 


3 


3 


100% 


3 


3 


00% 




Statewide Totals 


105 


92 


88% 


30 


27 


90% 


44 


43 


98% 


80 


76 


95 % 


51.0806 


Physical Therapy Assistant 
Institution Results 


36 


24 


67% 


24 


19 


79% 


16 


16 


100% 


16 


9 


56% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



ACCD - St Philips College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 




























Institution Results 


62 


57 


92% 






















Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84 % 


3639 


3249 


89 % 


51.1613 


Nurse, LVN 




























Institution Results 


176 


114 


65% 


1 19 


95 


80% 


161 


131 


81% 


181 


151 


83% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








16 


13 


81% 








12 


7 


58% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



ACCD - St Philip's College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0803 


Occupational Therapy Assistant 




























Institution Results 




























Statewide Totals 


116 


no 


95% 






0% 






0°/ 






0 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








42 


31 


74% 


22 


13 


59% 


90 


56 


62% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88°/ 


551 


439 


80 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














4 


1 


25% 










Statewide Totals 






0% 






0% 


139 


76 


55 % 






0% 


51.1601 


Nurse, Registered 




























Institution Results 








15 


13 


87% 


16 


14 


88% 


20 


18 


90% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86°/ 


2525 


2227 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Tabic IV 



Page 8 of 149 



BESTCOPY AVAILABLE 





Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Alvin Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0405 


Massage Therapy 




























Institution Results 


14 


14 


100% 


15 


14 


93% 


13 


7 


54% 


18 


14 


78%, 




Statewide Totals 


81 


72 


89% 


134 


97 


72% 


152 


113 


74 % 


153 


105 


69 % 


43.0104 


Law Enforcement, Peace Officer - Academi 




























Institution Results 








2 


1 


50% 


33 


19 


61% 


4 


0 


0% 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 


63 


28 


44% 


43 


25 


58% 








54 


36 


67% 




Statewide Totals 


1 180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


51.0904 


Paramedic 




























Institution Results 


24 


22 


92% 


50 


46 


92% 


91 


78 


86% 


92 


87 


95% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.1601 


Nurse, Registered 




























Institution Results 


43 


42 


98% 


27 


26 


96% 


32 


30 


94% 


43 


39 


91% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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185 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Alvin Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 




























Institution Results 


19 


19 


100% 


15 


14 


93% 


17 


17 


100% 


21 


19 


90% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


11 


10 


91% 


9 


9 


100% 
















Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 


52.0405 


Court Reporting 




























Institution Results 


14 


5 


36% 


18 


6 


33% 


17 


6 


35% 


14 


5 


36% 




Statewide Totals 


94 


18 


19% 


75 


17 


23% 


75 


14 


19% 


46 


10 


22 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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186 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Amarillo College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0300 


Funeral - Texas Law Exam 




























Institution Results 




















12 


12 


00% 




Statewide Totals 






0% 






0% 


15 


14 


93 % 


34 


34 


-02 % 


12.0301 


Funeral Dircctor-Embalmer 




























Institution Results 




















7 


6 


86% 




Statewide Totals 






0% 






0% 


26 


14 


54% 


32 


17 


53 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 




























Statewide Totals 


1 180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1 124 


75 % 


43.0201 


Fire Protection (Inspector) 




























Institution Results 


1 


1 


100% 






















Statewide Totals 


33 


32 


97% 


57 


49 


86% 


30 


25 


83% 


56 


55 


98 % 


43.0201 


Fire Protection (Aircraft Rescue) 




























Institution Results 


27 


27 


100% 


5 


5 


1 00% 


11 


9 


82% 


17 


17 


00% 




Statewide Totals 


27 


27 


+02% 


5 


5 


100% 


11 


9 


82% 


17 


17 


-02 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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BEST COPY AVAiLABL! 




187 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Amarillo College 







1998 


1999 


2000 


2001 


OP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0203 


Fire Protection (Hazardous Materials) 




























Institution Results 




















19 


19 


00% 




Statewide Totals 






0% 






0% 






0 °A 


19 


19 


“02 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


34 


34 


100% 


18 


16 


89% 


20 


20 


100% 


23 


21 


91% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85°/ 


717 


627 


87 % 


43.0203 


Fire Protection (Driver/Operator-Pumper) 




























Institution Results 




















1 1 


8 


73% 




Statewide Totals 






0% 






0% 






0% 


85 


72 


85 % 


47.0607 


Aircraft Mechanic- General 




























Institution Results 


3 


2 


67% 


0 






2 


2 


1 00% 


13 


10 


77% 




Statewide Totals 


132 


115 


87% 


42 


31 


74% 


72 


65 


90% 


87 


79 


91 % 


47.0607 


Aircraft Mechanic- Airframe 




























Institution Results 


1 


1 


100% 


3 


2 


66% 


8 


8 


1 00% 


6 


5 


83% 




Statewide Totals 


135 


123 


91% 


67 


59 


88% 


81 


76 


94% 


82 


75 


91 % 



Low Enforcement is now reported under 5 categories. See Explanation. 
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188 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Amarillo College 







1998 


1999 


2000 


2001 


C1P 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


47.0607 


Aircraft Mechanic- Powcrplant 




























Institution Results 




















7 


5 


71% 




Statewide Totals 


105 


92 


88% 


30 


27 


90% 


44 


43 


98°/ 


80 


76 


95 % 


51.0803 


Occupational Therapy Assistant 




























Institution Results 


20 


20 


100% 






















Statewide Totals 


1 16 


110 


95% 






0% 






0 ft /c 






0 % 


51.0806 


Physical Therapy Assistant 




























Institution Results 


26 


14 


54% 


28 


17 


61% 


29 


29 


1 00% 


5 


4 


80% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99°/ 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 








121 


98 


81% 


138 


125 


95% 


107 


96 


90% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84°/ 


3639 


3249 


89 % 


51.0905 


Nuclear Medicine Technology 




























Institution Results 








1 


1 


1 00% 


4 


3 


75% 


18 


15 


83% 




Statewide Totals 






0% 


9 


8 


89% 


18 


15 


83°/ 


49 


43 


88 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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189 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Amarillo College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TES1ED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








23 


21 


91% 


17 


16 


94% 


28 


19 


68% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88°/ 


551 


439 


80 % 


51.0907 


Medical Radiologic Technologist- Radiation 




























Institution Results 








7 


6 


86% 


13 


10 


78% 


10 


10 


00% 




Statewide Totals 






0% 


7 


6 


86% 


21 


16 


76 V< 


17 


17 


-02 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














11 


7 


64% 










Statewide Totals 






0% 






0% 


139 


76 


55°/ 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


113 


103 


91% 


86 


81 


94% 


85 


75 


88% 


92 


83 


90% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


56 


50 


89% 


71 


57 


80% 


65 


53 


82% 


32 


29 


91% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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190 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Amarillo College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 


Nurse Aide 




























Institution Results 


140 


137 


98% 


153 


143 


93% 








130 


120 


92% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 


52.0405 


Court Reporting 




























Institution Results 


8 


3 


38% 


5 


2 


40% 


2 


2 


100% 










Statewide Totals 


94 


18 


19% 


75 


17 


23% 


75 


14 


19% 


46 


10 


22 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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1S1 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Angelina College 







1998 


1999 


2000 


2001 


OP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 




























Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


43.0201 


Fire Protection (Arson Investigator) 




























Institution Results 














8 


5 


63% 


10 


10 


00 % 




Statewide Totals 


60 


53 


88% 


25 


25 


1 00 % 


37 


30 


81% 


41 


38 


93 % 


43.0201 


Fire Protection (Inspector) 




























Institution Results 


0 






0 


0 


0% 


3 


3 


100% 










Statewide Totals 


33 


32 


97% 


57 


49 


86% 


30 


25 


83% 


56 


55 


98 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 








17 


12 


71% 


19 


16 


84% 


35 


34 


97% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87 % 


51.0904 


Paramedic 




























Institution Results 








77 


73 


95% 


92 


79 


86% 


64 


57 


89% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 



Low Enforcement is now reported under 5 categories. See Explanation. 
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192 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Angelina College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TES1TD 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








14 


14 


100% 


16 


16 


100% 


21 


20 


95% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 %. 


51.1601 


Nurse, Registered 




























Institution Results 


62 


57 


92% 


31 


28 


90% 


37 


33 


89% 


40 


34 


85% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


29 


29 


100% 


27 


27 


100% 


36 


36 


1 00% 


56 


54 


96% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


413 


389 


94% 


283 


248 


88% 








278 


242 


87% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is rtow reported under 5 categories. Sec Explanation. 
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193 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Austin Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 




























Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0405 


Massage Therapy 




























Institution Results 














12 


12 


100% 


14 


1 1 


79% 




Statewide Totals 


81 


72 


89% 


134 


97 


72% 


152 


113 


74% 


153 


105 


69% 


15.1100 


Land Surveying 




























Institution Results 














4 


3 


75% 










Statewide Totals 






0% 






0% 


15 


8 


53% 






0 % 


15.1 100 


Land Surveying - Analytical Exam 




























Institution Results 




















7 


6 


86% 




Statewide Totals 






0% 






0% 






0% 


22 


14 


64 % 


15.1 100 


Land Surveying - Legal Exam 




























Institution Results 




















6 


4 


67% 




Statewide Totals 






0% 






0% 






0% 


18 


13 


72 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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194 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Austin Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0102 


Law Enforcement, Corrections - Academy 




























Institution Results 








11 


l 


9% 
















Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0102 


Law Enforcement, Corrections - Academic 




























Institution Results 




















9 


0 


0% 




Statewide Totals 






0% 






0% 


14 


5 


36% 


99 


32 


32 % 


43.0104 


Law Enforcement, Peace Officer - Academi 




























Institution Results 








35 


21 


60% 








33 


22 


67% 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 %> 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 














24 


12 


50% 










Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


43.0201 


Fire Protection (Inspector) 




























Institution Results 


1 


1 


100% 






















Statewide Totals 


33 


32 


97% 


57 


49 


86% 


30 


25 


83% 


56 


55 


98 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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QESl COPY AVAILABLE 

o 

ERLC 



195 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Austin Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTIED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0203 


Fire Protection (Structure) 




























Institution Results 


48 


47 


98% 














59 


53 


90% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85°/ 


717 


627 


87 % 


51.0205 


Deaf Interpreter 




























Institution Results 




























Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50°/. 


56 


27 


48 % 


51.0803 


Occupational Therapy Assistant 




























Institution Results 


16 


16 


100% 






















Statewide Totals 


116 


110 


95% 






0% 






0 •/ 






0 % 


51.0806 


Physical Therapy Assistant 




























Institution Results 


20 


18 


90% 


20 


19 


95% 


18 


18 


100% 


21 


17 


81% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 


153 


139 


91% 


191 


178 


93% 


160 


151 


94% 


111 


107 


96% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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196 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Austin Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








21 


21 


100% 


26 


25 


96% 


27 


27 


00% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














5 


3 


60% 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


99 


97 


98% 


59 


58 


98% 


92 


91 


99% 


99 


96 


97 % 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


28 


25 


89% 


31 


29 


94% 


67 


64 


96% 


23 


23 


00%, 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


84 


81 


96% 


50 


42 


84% 








47 


42 


89%, 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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187 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Blirai College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 




















1 


1 


00% 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


51.0806 


Physical Therapy Assistant 




























Institution Results 














14 


14 


100% 


1 


1 


00% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 


63 


57 


90% 


139 


132 


95% 


131 


125 


95%> 


83 


79 


95% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist • Radiogra 




























Institution Results 








14 


14 


100% 


13 


13 


100%, 


15 


15 


00 % 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 


51.1601 


Nurse, Registered 




























Institution Results 


40 


36 


90% 


19 


18 


95% 


39 


36 


92% 


35 


35 


00%, 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Blinn College 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 Nurse, LVN 


























Institution Results 


44 


39 


89% 


16 


16 


100% 


46 


45 


98% 


37 


35 


95% 


Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 Nurse Aide 


























Institution Results 








79 


69 


87% 








67 


58 


87% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Brazosport College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0405 


Massage Therapy 




























Institution Results 


5 


4 


84% 


6 


3 


50% 


4 


3 


75% 










Statewide Totals 


81 


72 


89% 


134 


97 


72% 


152 


113 


74 °A 


153 


105 


69 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 




























Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53 °/< 


1506 


1124 


75 % 


51.0904 


Paramedic 




























Institution Results 


33 


23 


70% 


48 


38 


79% 


57 


48 


84% 


45 


37 


82% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.1613 


Nurse, LVN 




























Institution Results 


12 


12 


100% 


13 


13 


1 00% 


8 


8 


100% 


12 


12 


00% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86°/. 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Central Texas College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0402 


Barber/Hairstylist 




























Institution Results 


12 


11 


92% 


19 


17 


89% 


40 


30 


75% 


25 


25 


00% 




Statewide Totals 


12 


11 


92% 


19 


17 


89% 


40 


30 


75°/ 


25 


25 


-02 % 


12.0403 


Cosmetologist 




























Institution Results 








52 


51 


98% 
















Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


43.0102 


Law Enforcement, Corrections - Academy 




























Institution Results 














0 


0 


0% 


1 


1 


00% 




Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 


Law Enforcement, Peace Officer - Academi 




























Institution Results 














94 


75 


80% 










Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 


97 


83 


86% 


84 


64 


76% 








98 


83 


85 % 




Statewide Totals 


1 180 


773 


66% 


1350 


829 


61 % 


128 


68 


53% 


1506 


1124 


75% 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Central Texas College 







1998 


1999 


2000 




2001 




CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Reserve Officer - Acadc 




























Institution Results 




















24 


15 


63% 




Statewide Totals 






0% 






0% 






0% 


453 


304 


67 % 


51.0904 


Paramedic 




























Institution Results 








50 


41 


82% 


72 


59 


82% 


65 


61 


94%. 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84°/ 


3639 


3249 


89 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














6 


6 


100% 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


87 


81 


93% 


70 


62 


89% 


85 


75 


88% 


52 


48 


92% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


60 


60 


100% 


69 


62 


90% 


68 


56 


82% 


71 


61 


86% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Central Texas College 



CIP 


Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 


Nurse Aide 




























Institution Results 


37 


37 


100% 


25 


22 


88% 
















Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Cisco Junior College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


12 


10 


83% 


14 


12 


86% 


12 


9 


75% 


14 


10 


71% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79% 


12.0413 


Cosmetology Instructor 




























Institution Results 


1 


1 


100% 






















Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


51.0801 


Medical Assistant 




























Institution Results 








2 


2 


100% 


4 


4 


100%, 


4 


2 


50% 




Statewide Totals 






0% 


53 


25 


47% 


60 


36 


60% 


47 


18 


38 % 


51.1601 


Nurse, Registered 




























Institution Results 


20 


20 


100% 


22 


21 


95% 


29 


20 


69% 


29 


24 


83% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


50 


43 


86% 


57 


52 


91% 


51 


48 


94% 










Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Lt.w Enforc -mcnt is now reported under 5 categories. See Explanation. 



Tabic IV 



Page 28 of 149 



BEST COPY AVAILABLE 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Clarendon College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 




























Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


51.0904 


Emergency Medical Technician lntermediat 




























Institution Results 








15 


13 


87% 


20 


19 


95% 


37 


30 


81% 




Statewide Totals 






0% 


22 


20 


91% 


62 


47 


76% 


37 


30 


81 % 


51.1613 


Nurse, LVN 




























Institution Results 


23 


19 


83% 


12 


7 


58% 


18 


11 


61% 


8 


6 


75% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 

Coastal Bend 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


16 


14 


88% 


25 


21 


84% 


38 


28 


74% 


20 


15 


75% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


51.1613 


Nurse, LVN 




























Institution Results 


83 


74 


89% 


71 


63 


89% 


68 


59 


87% 


69 


59 


86 % 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








61 


48 


79% 








41 


33 


80% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 %• 



Law Enforcement is now reported under S categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Coastal Bend (Formerly Bee County) 



CIP 


Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 




























Institution Results 




















38 


31 


82% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


341 1 


84 °/t 


3639 


3249 


89 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Coastal Bend College 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0413 Cosmetology Instructor 


























Institution Results 








6 


4 


67% 


7 


3 


43% 


7 


2 


29%, 


Statewide Totals 


91 


46 


51 % 


54 


30 


56% 


49 


26 


53°/ 


53 


25 


47 %> 


43.0 1 02 Law Enforcement, Corrections - Academy 


























Institution Results 








14 


6 


43% 














Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 %, 


43.0102 Law Enforcement, Corrections - Academic 


























Institution Results 














9 


4 


49% 


87 


31 


36%, 


Statewide Totals 






0% 






0% 


14 


5 


36% 


99 


32 


32 %» 


43.0 1 04 Law Enforcement, Peace Officer - Academi 


























Institution Results 








10 


2 


20% 








7 


2 


29% 


Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 Law Enforcement, Peace Officer - Acadcm 


























Institution Results 














13 


7 


54%, 








Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table IV 



Page 32 of 149 



BEST COPY AVAILABU 




208 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Coastal Bend College 



CIP Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 Emergency Medical Technician Intcrmediat 


























Institution Results 








7 


7 


100% 


42 


28 


67% 








Statewide Totals 






0% 


22 


20 


91% 


62 


47 


76% 


37 


30 


81 % 



Law Enforcement is now reported under 5 categories, Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



College of the Mainland 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


27 


21 


78% 


11 


10 


91 % 


26 


21 


81% 


27 


19 


70% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


43.0104 


Law Enforcement, Peace Officer - Academi 




























Institution Results 














31 


18 


5 8% 










Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 


26 


7 


27% 


18 


7 


39% 








51 


38 


75% 




Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


43.0201 


Fire Protection (Inspector) 




























Institution Results 








10 


8 


80% 








9 


8 


89% 




Statewide Totals 


33 


32 


97% 


57 


49 


86% 


30 


25 


83% 


56 


55 


98 % 


43.0201 


Fire Protection (Arson Investigator) 




























Institution Results 


6 


2 


33% 














5 


5 


00%> 




Statewide Totals 


60 


53 


88% 


25 


25 


100% 


37 


30 


81% 


41 


38 


93 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



College of the Mainland 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0201 


Fire Protection (Inspector) 




























Institution Results 


13 


13 


100% 


10 


8 


80% 
















Statewide Totals 


33 


32 


97% 


57 


49 


86% 


30 


25 


83% 


56 


55 


98 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


25 


23 


92% 


22 


17 


77% 


18 


17 


94% 


56 


43 


11 % 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87 % 


51.0904 


Paramedic 




























Institution Results 


87 


70 


80% 


93 


81 


87% 


89 


79 


89%> 


71 


64 


90% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.1601 


Nurse, Registered 




























Institution Results 


46 


31 


67% 


29 


20 


69% 


35 


26 


74% 


17 


16 


94% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 %> 


51.1614 


Nurse Aide 




























Institution Results 








24 


23 


96% 
















Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Collin County Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 




























Statewide Totals 


1 180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


43.0201 


Fire Protection (Arson Investigator) 




























Institution Results 


16 


14 


88% 


5 


5 


100% 


7 


7 


100% 


15 


15 


00% 




Statewide Totals 


60 


53 


88% 


25 


25 


100% 


37 


30 


81% 


41 


38 


93 % 


43.0201 


Fire Protection (Inspector) 




























Institution Results 


13 


13 


100% 


10 


9 


90% 


9 


9 


100% 


25 


25 


00 % 




Statewide Totals 


33 


32 


97% 


57 


49 


86% 


30 


25 


83% 


56 


55 


98 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


33 


33 


100% 


26 


22 


85% 


29 


23 


79% 


68 


57 


84% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87 % 


43.0203 


Fire Protection (Driver/Operator-Pumper) 




























Institution Results 




















40 


40 


00% 




Statewide Totals 






0% 






0% 






0% 


85 


72 


85 % 



Low Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Collin County Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0205 


Deaf Interpreter 




























Institution Results 








6 


3 


50% 


3 


3 


100% 


14 


10 


71% 




Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50% 


56 


27 


48 %> 


51.0806 


Physical Therapy Assistant 




























Institution Results 








21 


16 


76% 


12 


1 1 


92% 










Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 








83 


74 


89% 


1 15 


103 


90% 


129 


123 


95% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89%, 


51.1601 


Nurse, Registered 




























Institution Results 


20 


20 


100% 


5 


5 


100% 


18 


18 


100% 


36 


35 


97% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88%, 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



DCCCD - Cedar Valley College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 




























Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1 124 


75 % 


43.0201 


Fire Protection (Arson Investigator) 




























Institution Results 








2 


2 


1 00% 
















Statewide Totals 


60 


53 


88% 


25 


25 


1 00 % 


37 


30 


81% 


41 


38 


93 % 


51.0808 


Veterinary Technician - National Exam 




























Institution Results 




















29 


22 


76%> 




Statewide Totals 






0% 






0% 






0% 


71 


53 


75 % 


51.0808 


Veterinary Technician - Texas Law Exam 




























Institution Results 




















23 


23 


00% 




Statewide Totals 






0% 






0% 






0% 


63 


60 


95 % 


51.0904 


Emergency Medical Technician Basic 




























Institution Results 


13 


8 


62% 








1 


1 


100% 










Statewide Totals 


57 


50 


88% 


196 


169 


86% 


84 


61 


73% 


101 


92 


91 % 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table IV 



Page 38 of 149 



BEST COPY AVAILABLi 




214 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



DCCCD - Eastfield College 





1998 


1999 


2000 


2001 


C1P Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0 1 04 Law Enforcement, Peace Officer - Acadcmi 


























Institution Results 














28 


20 


71% 








Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76°/ 


162 


85 


52 % 


43.0107 Law Enforcement, Peace Officer - Acadcm 


























Institution Results 


45 


31 


69% 


46 


24 


52% 








78 


55 


71% 


Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


43.0 1 07 Law Enforcement, Reserve Officer - Acadc 


























Institution Results 




















21 


15 


71% 


Statewide Totals 






0% 






0% 






0% 


453 


304 


67 % 


51.0205 Deaf Interpreter 


























Institution Results 


4 


0 


0% 




















Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50% 


56 


27 


48 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



DCCCD - El Centro College 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 Law Enforcement, Peace Officer - Acadcm 


























Institution Results 














1 


0 


0% 








Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


51.0801 Medical Assistant 


























Institution Results 








5 


2 


40% 


1 


1 


100% 


4 


2 


50% 


Statewide Totals 






0% 


53 


25 


47% 


60 


36 


60% 


47 


18 


38 % 


5 1 .0907 Medical Radiologic Technologist - Radiogra 


























Institution Results 








21 


21 


100% 


14 


7 


50%. 


23 


17 


74% 


Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 


5 1 . 1004 Medical Laboratory Technician 


























Institution Results 














9 


3 


33% 








Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 Nurse, Registered 


























Institution Results 


195 


185 


95% 


79 


68 


86% 


79 


71 


90% 


134 


127 


95% 


Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Tabic IV 



Page 40 of 149 




216 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



DCCCD - El Centro College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 




























Institution Results 


35 


31 


89% 


28 


23 


82% 


16 


15 


94% 


21 


20 


96% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


7 


7 


100% 


4 


4 


100% 


5 


5 


100% 


5 


5 


00% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



DCCCD - Mountain View College 



CIP 


Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0801 


Medical Assistant 




























Institution Results 








4 


1 


25% 


11 


7 


64% 










Statewide Totals 






0% 


53 


25 


47% 


60 


36 


60% 


47 


18 


38 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



DCCCD - Richland College 



CIP 


Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0801 


Medical Assistant 




























Institution Results 








12 


6 


50% 


8 


3 


38% 


13 


4 


31% 




Statewide Totals 






0% 


53 


25 


47% 


60 


36 


60°/ 


47 


18 


38 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Del Mar College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


7 


7 


1 00% 


18 


15 


8 3% 


11 


10 


91% 


20 


16 


80%* 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 %o 


43.0102 


Law Enforcement, Corrections - Academy 




























institution Results 




















8 


6 


75% 




Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 


11 


3 


27% 


1 


0 


0% 


72 


45 


63% 










Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























institution Results 


104 


58 


56% 


118 


52 


44% 








70 


55 


79% 




Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1 124 


75 % 


51.0205 


Deaf Interpreter 




























Institution Results 








6 


3 


50% 


11 


9 


82% 


8 


3 


38% 




Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50% 


56 


27 


48 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report . 
Results by Program (1998-2001) 



Del Mar College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0806 


Physical Therapy Assistant 




























Institution Results 














11 


11 


1 00% 


5 


0 


0% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 


154 


117 


76% 


89 


72 


81% 


51 


42 


82% 


74 


68 


92% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








16 


13 


81% 


20 


16 


80% 


31 


27 


87% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














7 


4 


57% 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


128 


112 


88% 


107 


95 


89% 


129 


107 


83% 


115 


103 


90% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Tabic IV 



Page 45 of 149 




221 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Del Mar College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 




























Institution Results 


52 


49 


94% 


57 


53 


93% 


45 


42 


93% 










Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 %> 


51.1614 


Nurse Aide 




























Institution Results 


303 


277 


91% 


156 


1 14 


73% 








55 


51 


93% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 %, 


52.0405 


Court Reporting 




























Institution Results 


11 


3 


27% 


5 


3 


60% 


2 


0 


0% 


4 


2 


50% 




Statewide Totals 


94 


IS 


19% 


75 


17 


23% 


75 


14 


19% 


46 


10 


22 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



El Paso Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 














1 


1 


100% 


29 


24 


83% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0405 


Massage Therapy 




























Institution Results 


19 


16 


80% 


30 


23 


77% 


19 


18 


95% 


19 


14 


74% 




Statewide Totals 


81 


72 


89% 


134 


97 


72% 


152 


113 


74% 


153 


105 


69 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 




























Statewide Totals 


1 180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


51.0205 


Deaf Interpreter 




























Institution Results 


4 


2 


50% 


7 


4 


57% 
















Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50% 


56 


27 


48 % 


51.0801 


Medical Assistant 




























Institution Results 








5 


2 


40% 


10 


6 


60 % 










Statewide Totals 






0% 


53 


25 


47% 


60 


36 


60% 


47 


18 


38 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



El Paso Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0806 


Physical Therapy Assistant 




























Institution Results 


21 


11 


52% 


13 


5 


38% 


5 


5 


100% 


5 


4 


80% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 








53 


49 


92% 


86 


79 


92%. 


63 


63 


00%, 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








14 


14 


100% 


14 


14 


100%> 


15 


15 


00%, 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 %, 


51.1004 


Medical Laboratory Technician 




























Institution Results 














9 


9 


1 00% 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


43 


36 


84% 


47 


37 


79% 


67 


51 


76% 


60 


50 


83% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 



Law Enforcement is now reported under 5 categories, See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



El Paso Community College 







1998 


1999 


2000 


2001 


OP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 




























Institution Results 


32 


32 


100% 


41 


37 


90% 


29 


27 


93% 


56 


54 


96% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86°/ 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


51 


44 


86% 


52 


47 


90% 


86 


70 


81% 


120 


107 


89% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 


52.0405 


Court Reporting 




























Institution Results 


8 


1 


13% 


17 


2 


12% 


20 


5 


25%> 


7 


1 


14% 




Statewide Totals 


94 


18 


19% 


75 


17 


23% 


75 


14 


19% 


46 


10 


22 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Frank Phillips College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


19 


16 


84% 


21 


17 


81% 


27 


20 


74% 


22 


20 


91% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0405 


Massage Therapy 




























Institution Results 








15 


12 


80% 


6 


5 


83% 


12 


8 


67% 




Statewide Totals 


81 


72 


89% 


134 


97 


72% 


152 


113 


74% 


153 


105 


69 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


0 






1 


0 


0% 


2 


0 


0% 










Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


51.0904 


Paramedic 




























Institution Results 








50 


43 


86% 


83 


70 


84% 


51 


46 


90% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.1613 


Nurse, LVN 




























Institution Results 


29 


25 


86% 


34 


3) 


91% 


20 


18 


90% 


31 


28 


90% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Frank Phillips College 



CIP 


Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 


Nurse Aide 




























Institution Results 


44 


43 


98% 


34 


33 


97% 








43 


37 


86% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86 °/< 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Tabic IV 



Page 51 of 149 




227 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Galveston College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 




























Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53°/ 


1506 


1124 


75 % 


51.0904 


Paramedic 




























Institution Results 


19 


15 


79% 


22 


19 


86% 


35 


32 


91% 


36 


33 


92% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84°/ 


3639 


3249 


89 % 


51.0905 


Nuclear Medicine Technology 




























Institution Results 








2 


2 


100% 


2 


2 


100% 


8 


6 


75% 




Statewide Totals 






0% 


9 


8 


89% 


18 


15 


83% 


49 


43 


88 % 


51.0907 


Medical Radiologic Technologist- Radiation 




























Institution Results 














8 


6 


75% 


7 


7 


00% 




Statewide Totals 






0% 


7 


6 


86% 


21 


16 


76°/, 


17 


17 


-02 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








5 


5 


100% 


8 


8 


100% 


13 


10 


77% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88°/ 


551 


439 


80 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Galveston College 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1601 Nurse, Registered 


























Institution Results 


59 


48 


81% 


7 


6 


86% 


34 


30 


88% 


60 


51 


85% 


Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86°/ 


2525 


2227 


88 % 


51.1613 Nurse, LVN 


























Institution Results 


18 


16 


89% 


17 


16 


94% 


16 


15 


94% 


12 


10 


83% 


Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 Nurse Aide 


























Institution Results 








10 


8 


80% 








127 


93 


73% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Grayson County College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


13 


11 


85% 


22 


21 


95% 


20 


19 


95% 


17 


14 


82% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























institution Results 


0 












2 


1 


50% 










Statewide Totals 


91 


46 


51 % 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 




























Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


51.0904 


Paramedic 




























Institution Results 








101 


86 


85% 


66 


56 


85%> 


68 


62 


91% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














2 


1 


50%> 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Grayson County College 





1998 


1999 


2000 


2001 


C1P Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1601 Nurse, Registered 


























Institution Results 


89 


77 


87% 


24 


21 


88% 


67 


61 


91% 


82 


71 


87% 


Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 Nurse, LVN 


























Institution Results 


34 


31 


91% 


33 


25 


76% 


34 


29 


85% 








Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 Nurse Aide 


























Institution Results 


19 


19 


100% 


8 


8 


100% 














Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



HCJCD - Howard College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


33 


28 


85% 


44 


39 


89% 


46 


41 


89% 


51 


42 


82% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


0 






0 


0 


0% 


3 


1 


33% 


3 


1 


33% 




Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53°/ 


53 


25 


47 % 


43.0104 


Law Enforcement, Peace Officer - Academi 




























Institution Results 








2 


1 


50% 








3 


0 


0% 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 














1 


1 


100% 










Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


51.0904 


Paramedic 




























Institution Results 


42 


32 


76% 


81 


73 


90% 


116 


98 


84% 


79 


74 


94% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



HCJCD - Howard College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1601 


Nurse, Registered 




























Institution Results 


24 


17 


71% 


11 


10 


91% 


23 


22 


96% 


5 


5 


00% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


48 


46 


96% 


43 


41 


95% 


29 


27 


93% 


42 


40 


95% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


45 


35 


78% 


181 


164 


91% 








188 


138 


73% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



HCJCD - Southwest Collegiate Institute 



C1P 


Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0205 


Deaf Interpreter 




























Institution Results 


4 


4 


100% 


2 


2 


1 00% 


6 


2 


33% 










Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50°/ 


56 


27 


48 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Hill College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


39 


30 


77% 


36 


28 


78% 


59 


37 


63% 


40 


32 


80% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


6 


2 


33% 


4 


2 


50% 


5 


4 


80% 


3 


2 


67% 




Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 








16 


7 


44% 








25 


15 


60% 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 














7 


6 


86% 










Statewide Totals 


1 180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


51.0904 


Emergency Medical Technician Basic 




























Institution Results 


44 


42 


95% 


16 


16 


100% 


14 


8 


57% 


73 


66 


90% 




Statewide Totals 


57 


50 


88% 


196 


169 


86% 


84 


61 


73% 


101 


92 


91 % 



Law Enforcement is now reported under 5 categories, Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Hill College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 




























Institution Results 


76 


68 


89% 


60 


55 


92% 


65 


54 


83% 


25 


23 


92%. 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








9 


7 


78% 


13 


12 


92% 


39 


34 


87% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Houston Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


0 / 

7o 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


176 


151 


86% 


82 


66 


80% 


147 


95 


65% 


70 


43 


61% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


6 


3 


50% 


4 


2 


50% 








2 


1 


50 % 




Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


15.1100 


Land Surveying - Analytical Exam 




























Institution Results 




















1 


1 


00% 




Statewide Totals 






0% 






0% 






0% 


22 


14 


64 % 


15.1 100 


Land Surveying - Legal Exam 




























Institution Results 




















1 


1 


00% 




Statewide Totals 






0% 






0% 






0% 


18 


13 


72 % 


19.0708 


Child Care Administrator 




























Institution Results 




















3 


1 


33% 




Statewide Totals 






0% 






0% 






0% 


8 


4 


50 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Houston Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 














75 


54 


72% 










Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76°/ 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 








96 


45 


47% 








62 


43 


69%, 




Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


43.0201 


Fire Protection (Arson Investigator) 




























Institution Results 


21 


21 


100% 


11 


11 


100% 


10 


9 


90% 










Statewide Totals 


60 


53 


88% 


25 


25 


100% 


37 


30 


81% 


41 


38 


93 %» 


43.0201 


Fire Protection (Inspector) 




























Institution Results 








10 


10 


100% 








22 


22 


00% 




Statewide Totals 


33 


32 


97% 


57 


49 


86% 


30 


25 


83% 


56 


55 


98 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 














6 


6 


100%, 


12 


12 


00% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Houston Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


47.0607 


Aircraft Mechanic- Powcrplant 




























Institution Results 


56 


48 


86% 






















Statewide Totals 


105 


92 


88% 


30 


27 


90% 


44 


43 


98 V. 


80 


76 


95 % 


47.0607 


Aircraft Mechanic- General 




























Institution Results 


57 


51 


89% 






















Statewide Totals 


132 


115 


87% 


42 


31 


74% 


72 


65 


90 V 


87 


79 


91 % 


47.0607 


Aircraft Mechanic- Airframe 




























Institution Results 


56 


49 


88% 






















Statewide Totals 


135 


123 


91% 


67 


59 


88% 


81 


76 


94°/, 


82 


75 


91 % 


51.0205 


Deaf Interpreter 




























Institution Results 


6 


3 


50% 


3 


2 


67% 


10 


6 


60% 










Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50°/ 


56 


27 


48 % 


51.0801 


Medical Assistant 




























Institution Results 




















13 


4 


31% 




Statewide Totals 






0% 


53 


25 


47% 


60 


36 


60% 


47 


18 


38 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Houston Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


rESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0803 


Occupational Therapy Assistant 




























Institution Results 


21 


21 


1 00% 






















Statewide Totals 


116 


110 


95% 






0% 






0% 






0 % 


51.0806 


Physical Therapy Assistant 




























Institution Results 


52 


34 


65% 








28 


28 


100% 


30 


26 


87% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 


196 


157 


80% 


3 


2 


67% 


3 


2 


67% 


147 


141 


96%> 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.0905 


Nuclear Medicine Technology 




























Institution Results 








6 


5 


83% 


12 


10 


83%> 


23 


22 


96%> 




Statewide Totals 






0% 


9 


8 


89% 


18 


15 


83% 


49 


43 


88 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








28 


26 


93% 


39 


33 


85% 


33 


30 


91% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Houston Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TES r l'ED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1004 


Medical Laboratory Technician 




























Institution Results 














8 


7 


88% 










Statewide Totals 






0% 






0% 


139 


76 


55 % 






0% 


51.1601 


Nuree, Registered 




























Institution Results 


124 


III 


90% 


64 


51 


80% 


100 


80 


80% 


103 


93 


90% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


68 


60 


88% 


62 


49 


79% 


54 


42 


78% 


49 


40 


82 % 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurec Aide 




























Institution Results 


46 


44 


96% 


102 


77 


75% 








68 


48 


71% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 


52.0405 


Court Reporting 




























Institution Results 


30 


3 


10% 


15 


3 


20% 


22 


0 


0% 


1 1 


1 


9% 




Statewide Totals 


94 


18 


19% 


75 


17 


23% 


75 


14 


19% 


46 


10 


22 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Kilgore College 







1998 


1999 


2000 


2001 


C1P 


Program 


TESTED 


PASSED 


% 


TEST LED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


61 


48 


79% 


72 


65 


90% 


58 


47 


81% 


65 


54 


83%> 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 




















1 


1 


00% 




Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


43.0102 


Law Enforcement, Corrections - Academy 




























Institution Results 








165 


144 


87% 








216 


157 


73% 




Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 


234 


215 


92% 


16 


3 


19% 








1 


1 


00%, 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 


166 


130 


78% 


202 


133 


66% 


1 


0 


0% 


220 


156 


71%) 




Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 



Law Enforcement is now reported undeT 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Kilgore College 







1998 


1999 


2000 


2001 


C1P 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Reserve Officer - Acadc 




























Institution Results 




















84 


48 


57% 




Statewide Totals 






0% 






0% 






0°/t 


453 


304 


67 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


86 


81 


94% 


48 


41 


85% 


33 


30 


91% 


69 


65 


94% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87 % 


51.0801 


Medical Assistant 




























Institution Results 














13 


7 


54% 


12 


6 


50% 




Statewide Totals 






0% 


53 


25 


47% 


60 


36 


60°/ 


47 


18 


38 % 


51.0806 


Physical Therapy Assistant 




























Institution Results 


26 


20 


77% 


53 


34 


64% 


17 


17 


1 00% 


4 


2 


50 % 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99°/ 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 


147 


105 


71% 


132 


99 


75% 


96 


70 


73% 


69 


57 


83% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Kilgore College 



CIP 


Program 




1998 




1 


1999 




2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








11 


10 


91% 


12 


7 


58% 


20 


14 


70% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88°/ 


551 


439 


80 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














5 


2 


40% 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


47 


37 


79% 


27 


25 


93% 


31 


30 


97% 


26 


22 


85%o 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


35 


35 


100% 


38 


37 


97% 


32 


31 


97% 


30 


30 


00% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


150 


144 


96% 


91 


j 83 


91% 








104 


89 


86%> 




Statewide Totals 


3791 


3545 


94% 


3269 


1 2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table IV 



Page 68 of 149 




244 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Lamar Institute of Technology 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED | 


| PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 


17 


9 


53% 








42 


35 


83% 










Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76°/ 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 








31 


19 


61% 
















Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


43.0201 


Fire Protection (Inspector) 




























Institution Results 




























Statewide Totals 


33 


32 


97% 


57 


49 


86% 


30 


25 


83°/< 


56 


55 


98 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


26 


24 


92% 


28 


22 


79% 


28 


22 


79% 


47 


38 


81% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87 % 


51.0904 


Emergency Medical Technician Basic 




























Institution Results 








39 


37 


95% 


50 


36 


72% 










Statewide Totals 


57 


50 


88% 


196 


169 


86% 


84 


61 


73% 


101 


92 


91 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Lamar Institute of Technology 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 




























Institution Results 




















53 


40 


75% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








27 


26 


96% 


26 


25 


96% 










Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 



Law Enforcement is now reported under 5 categories. See Explanation. 



Tabic IV 



Page 70 of 149 




246 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Lamar State College - Orange 







1998 | 


| 1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


| TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0405 


Massage Therapy 




























Institution Results 




















3 


2 


67% 




Statewide Totals 


81 


72 


89% 


134 


97 


72% 


152 


1 13 


74% 


153 


105 


69 % 


51.0904 


Paramedic 




























Institution Results 














5 


5 


100% 


17 


14 


82% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














9 


3 


33% 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


42 


33 


79% 


47 


30 


64% 


62 


47 


76% 


50 


36 


72% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


76 


69 


91% 


80 


73 


91% 


62 


56 


90% 


51 


45 


88% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Lamar State College - Orange 







1998 






1999 






2000 




2001 




CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 Nurse Aide 

Institution Results 


100 


100 


1 00% 


22 


21 


95% 


11 


10 


91% 


19 


17 


89% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Low Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Lamar State College - Port Arthur 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


35 


29 


83% 


27 


22 


81% 


37 


27 


73% 


24 


20 


83% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 0 


12.0413 


Cosmetology Instructor 




























Institution Results 


0 












8 


4 


50%> 


5 


2 


40% 




Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


51.1601 


Nurse, Registered 




























Institution Results 


29 


25 


86% 


23 


22 


96% 


30 


21 


70%> 


30 


24 


80% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


66 


56 


85% 


61 


52 


85% 


70 


55 


79% 


39 


38 


97 % 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


44 


42 


95% 


39 


36 


92% 








14 


14 


00% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Laredo Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0102 


Law Enforcement, Corrections - Academy 




























Institution Results 








126 


109 


87% 


50 


36 


72% 


37 


20 


54% 




Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 


61 


47 


77% 


5 


1 


20% 


64 


57 


89% 


1 


0 


0% 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 


61 


50 


82% 


76 


59 


78% 


3 


0 


0% 


79 


68 


86%> 




Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53°/ 


1506 


1124 


75 % 


51.0803 


Occupational Therapy Assistant 




























Institution Results 




























Statewide Totals 


116 


110 


95% 






0% 






0°/ 






0 % 


51.0806 


Physical Therapy Assistant 




























Institution Results 


16 


1 1 


69% 


20 


16 


80% 


17 


17 


100% 


5 


5 


00% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 



Law Enforcement is now reported undet 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Laredo Community College 







1998 | 


| 1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 




























Institution Results 


6 


5 


83% 


52 


28 


54% 


34 


25 


74% 


31 


23 


74% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84°/ 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








12 


11 


92% 


9 


9 


1 00% 


15 


10 


67% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88°/ 


551 


439 


80 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














10 


5 


50% 










Statewide Totals 






0% 






0% 


139 


76 


55°/ 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


28 


25 


89% 


2 


2 


100% 


40 


38 


95% 


39 


34 


87% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


33 


29 


88% 


30 


28 


93% 


22 


18 


82% 










Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Laredo Community College 







1998 




1999 






2000 




2001 




CIP Program 


rESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 Nurec Aide 

Institution Results 


58 


56 


97% 


37 


23 


62% 


55 


50 


91% 


68 


SI 


84% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


8 6°A 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Lee College 







1998 


1999 


2000 


2001 


CIP 


Program 


rESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


29 


27 


93% 


16 


15 


94% 


23 


22 


96% 


34 


28 


82%> 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


11 


4 


36% 


1 


0 


0% 


1 


1 


100% 










Statewide Totals 


91 


46 


5 1 % 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 %> 


51.0904 


Paramedic 




























Institution Results 


30 


28 


93% 


54 


48 


89% 


43 


32 


74% 


60 


48 


80% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.1601 


Nurse, Registered 




























Institution Results 


16 


14 


88% 


19 


18 


95% 


30 


27 


90% 


28 


23 


82% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


33 


28 


85% 


36 


22 


61% 


30 


20 


67% 


27 


24 


89% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Lee College 



CIP 


Program 




1998 


1 


1999 




2000 


2001 


TESTED 


PASSED 


| 

% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 


Nurse Aide 




























Institution Results 


106 


99 


93% 


104 


82 


79% 


50 


34 


68% 


48 


39 


81% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/ 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



McClennan Community College 



CIP 


Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Emergency Medical Technician Basic 




























Institution Results 








137 


112 


82% 


7 


4 


57% 


28 


26 


93% 




Statewide Totals 


57 


50 


88% 


196 


169 


86% 


84 


61 


73 °A 


101 


92 


91 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



McLennan Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


38 


37 


97% 


41 


35 


85% 


31 


23 


74% 


40 


37 


93% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 




























Statewide Totals 


1180 


773 


66% 


1350 


829 


61 % 


128 


68 


53% 


1506 


1 124 


75 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


38 


38 


100% 


18 


16 


89% 


27 


24 


89%> 


45 


45 


00 % 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87 % 


51.0205 


Deaf Interpreter 




























Institution Results 


2 


0 


0% 


2 


1 


50% 
















Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50% 


56 


27 


48 %> 


51.0806 


Physical Therapy Assistant 




























Institution Results 


31 


23 


74% 


18 


11 


61% 


18 


18 


100%, 


6 


3 


50% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 



Law Enforcement is now reported under 5 categories. See Explanation. 



Table IV 



Page 80 of 149 



BEST COPY AVAILABLE 




256 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



McLennan Community College 



CIP 


Program 


1998 


1999 


2000 




2001 




TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


5 1.0904 


Paramedic 




























Institution Results 








37 


34 


92% 


153 


139 


91% 


122 


103 


84% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








18 


18 


100% 


20 


20 


1 00% 


15 


8 


53% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














10 


2 


20% 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


87 


68 


78% 


57 


54 


95% 


97 


85 


88% 


92 


80 


8 7% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


63 


63 


100% 


94 


87 


93% 


74 


66 


89% 


68 


65 


96% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



McLennan Community College 



OP 


Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


o/ 

/o 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 


Nurse Aide 




























Institution Results 


124 


119 


96% 


90 


76 


84% 








131 


111 


85% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/ 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Midland College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0405 


Massage Therapy 




























Institution Results 


18 


18 


100% 


43 


31 


72% 


47 


33 


70% 


27 


18 


67% 




Statewide Totals 


81 


72 


89% 


134 


97 


72% 


152 


113 


74°/ 


153 


105 


69 % 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 








1 


1 


100% 
















Statewide Totals 


612 


463 


76% 


190 


so | 


I 42% 


1086 


830 


76°/ 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 




























Statewide Totals 


1180 


773 


66% 


1350 


829 


61 % 


128 


68 


53°/ 


1506 


1124 


75 % 


43.0107 


Breath Test Operator 




























Institution Results 




















51 


50 


98% 




Statewide Totals 






0% 






0% 






0°/ 


468 


460 


98 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


11 


9 


82% 


10 


S 


80% 


19 


14 


74% 


16 


14 


88% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85°/ 


717 


627 


87 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Midland College 







1998 


1999 


2000 


2001 


OP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


h 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


47.0607 


Aircraft Mechanic- General 




























Institution Results 


0 






3 


3 


1 00% 


11 


9 


81% 


7 


5 


71% 




Statewide Totals 


132 


115 


87% 


42 


31 


74% 


72 


65 


90°/ 


87 


79 


91 % 


47.0607 


Aircraft Mechanic- Airframe 




























Institution Results 


6 


6 


100% 


10 


10 


100% 


9 


9 


100% 


13 


13 


00% 




Statewide Totals 


135 


123 


91% 


67 


59 


88% 


81 


76 


94% 


82 


75 


91 % 


47.0607 


Aircraft Mechanic- Powerplant 




























Institution Results 


2 


l 


50% 


2 


1 


50% 


8 


8 


100% 


9 


9 


00% 




Statewide Totals 


105 


92 


88% 


30 


27 


90% 


44 


43 


98% 


80 


76 


95 % 


51.0808 


Veterinary Technician - Texas Law Exam 




























Institution Results 




















7 


6 


86% 




Statewide Totals 






0% 






0% 






0% 


63 


60 


95 % 


51.0808 


Veterinary Technician - National Exam 




























Institution Results 




















7 


6 


86% 




Statewide Totals 






0% 






0% 






0% 


71 


53 


75 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Midland College 



CIP 


Program 


1998 




1999 


, 1 


1 


2000 




2001 


TESTED 


PASSED 


1 % 


TESTED 


PASSED 


I 

% 

. 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 




























Institution Results 


50 


47 


94% 


85 


67 


79% 


54 


38 


70% 


21 


19 


90% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84°/. 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








8 


8 


100% 


7 


6 


86% 


1 1 


1 1 


00% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88°/ 


551 


439 


80 % 


51.1601 


Nurse, Registered 




























Institution Results 


44 


40 


91% 


32 


30 


94% 


34 


23 


68% 










Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


28 


20 


71% 


2) 


IS 


S6% 


32 


27 


84% 


27 


24 


89% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


S9% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


79 


73 


92% 


61 


4S 


79% 








68 


57 


84% 




Statewide Totals 


3791 


354 5 


94% 


3269 


2755 


S4% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 



Tabic IV 



Page 85 of 149 




261 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Navarro College 





1998 


1999 


1 


1 


2000 




2001 


C1P Program 


TESTED 


PASSED 


1 % 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0102 Law Enforcement, Corrections - Academy 


























Institution Results 








75 


61 


81% 


11 


8 


73% 


40 


34 


85% 


Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 Law Enforcement, Peace Officer - Acadcmi 


























Institution Results 


129 


98 


76% 


4 


0 


0% 


39 


33 


85% 








Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


7 6% 


162 


85 


52 % 


43.0107 Law Enforcement, Peace Officer - Academ 


























Institution Results 


74 


45 


6| % 


27 


21 


78% 


4 


2 


50% 


42 


36 


86% 


Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1 124 


75 % 


43.0107 Law Enforcement, Reserve Officer - Acadc 


























Institution Results 




















12 


8 


67% 


Statewide Totals 






0% 






0% 






0% 


453 


304 


67 % 


51.0803 Occupational Therapy Assistant 


























Institution Results 


23 


20 


87% 




















Statewide Totals 


116 


1 10 


95% 






0% 






0% 






0 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Navarro College 







1998 


1999 


[ 2000 


2001 


C1P 


Program 


TESITD 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 




























Institution Results 














23 


22 


96% 


40 


36 


90% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84°/ 


3639 


3249 


89 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














2 


1 


50% 










Statewide Totals 






0% 






0% 


139 


76 


55°/ 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


38 


27 


71% 


8 


8 


100% 


30 


26 


87% 


33 


30 


91% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86°/ 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


54 


49 


91% 


41 


36 


88% 


67 


61 


91% 


61 


51 


84% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86°/ 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


26 


23 


88% 


15 


1 1 


73% 








52 


36 


69% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/ 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-200 1) 



NHMCCB - Kingwood College 







1998 


1999 


2000 


2001 


C1P 


Program 


TESTED 


PASSED | 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




' 
























Institution Results 


21 


19 


90% 


15 


14 


93% 


18 


17 


94% 


20 


14 


70% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


0 






1 


1 


100% 
















Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53°/ 


53 


25 


47 % 


51.1613 


Nurse, LVN 




























Institution Results 


56 


52 


93% 


54 


44 


81% 


56 


40 


71% 


42 


32 


76% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86°/ 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








74 


71 


96% 








118 


87 


74% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



NHMCCD - Montgomery College 



CIP 


Program 




1998 




| 1999 




| 2000 


2001 


TESTED 


PASSED 


% 


TESTED j 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0806 


Physical Therapy Assistant 




























Institution Results 








25 


20 


80% 


14 


13 


93% 


21 


16 


76% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99°/ 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 


44 


30 


68% 


45 


36 


80% 


4 


1 


25% 










Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84°/ 


3639 


3249 


89 % 


51.1613 


Nurse, LVN 




























Institution Results 


22 


19 


86% 


22 


17 


77% 


23 


18 


78% 


24 


23 


96% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86°/ 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








20 


20 


100% 








28 


26 


93% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/ 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



NHMCCD - North Harris College 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 Cosmetologist 


























Institution Results 


22 


20 


91% 


9 


8 


89% 


20 


16 


80% 


38 


29 


76% 


Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 Cosmetology Instructor 


























Institution Results 








2 


2 


100% 








4 


2 


50% 


Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


4 7 % 


43.0104 Law Enforcement, Peace Officer - Academi 


























Institution Results 








2 


0 


0% 


99 


72 


73%) 








Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 Law Enforcement, Reserve Officer - Acade 


























Institution Results 




















43 


25 


58% 


Statewide Totals 






0% 






0% 






0% 


453 


304 


67 % 


43.0107 Breath Test Operator 


























Institution Results 




















95 


93 


98% 


Statewide Totals 






0% 






0% 






0% 


468 


460 


98 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



NHMCCD - North Harris College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 




























Institution Results 


36 


34 


94% 


145 


125 


8 6% 


213 


169 


79% 


146 


134 


92% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


341 1 


84°/ 


3639 


3249 


89 % 


51.1601 


Nurse, Registered 




























Institution Results 


99 


90 


91% 


27 


26 


96% 


79 


63 


80% 


78 


63 


81% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86°/ 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


19 


19 


100% 


11 


11 


100% 


11 


11 


100% 










Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


84 


72 


86% 


93 


63 


68% 








80 


61 


76% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



NHMCCD - Tomball College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0808 


Veterinary Technician - National Exam 




























Institution Results 




















16 


16 


00% 




Statewide Totals 






0% 






0% 






0% 


71 


53 


75 % 


51.0808 


Veterinary Technician - Texas Law Exam 




























Institution Results 




















16 


16 


00%. 




Statewide Totals 






0% 






0% 






0 % 


63 


60 


95 % 


51.1601 


Nurse, Registered 




























Institution Results 




















32 


27 


84% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 








8 


7 


88% 


3 


3 


100% 










Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








22 


19 


86% 








19 


12 


63% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation, 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



NMHCCD - North Harris College 







1998 




1999 






2000 




2001 




CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 Law Enforcement, Peace Officer - Acadcm 
Institution Results 


37 


19 


51% 


80 


59 


74% 


1 


1 


100% 


128 


98 


77% 


Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53 °A 


1506 


1124 


75 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



North Central Texas College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


14 


] I 


79% 


15 


15 


1 00% 


26 


24 


92% 


24 


21 


88% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


9 


5 


56% 








1 


1 


1 00% 


2 


1 


50% 




Statewide Totals 


91 


46 


51 % 


54 


30 


56% 


49 


26 


53 °/( 


53 


25 


47 % 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 




















1 


0 


0% 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76°/ 


162 


85 


52 % 


51.0803 


Occupational Therapy Assistant 




























Institution Results 


36 


33 


92% 






















Statewide Totals 


116 


110 


95% 






0% 






0°/ 






0 % 


51.0904 


Paramedic 




























Institution Results 








84 


78 


93% 


78 


74 


95% 


45 


43 


96% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84°/ 


3639 


3249 


89 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



North Central Texas College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1601 


Nurse, Registered 




























Institution Results 


44 


43 


98% 


45 


38 


84% 


55 


50 


91% 


24 


24 


00%, 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86°/ 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


57 


56 


98% 








74 


70 


95% 


83 


76 


92% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


28 


27 


96% 


26 


23 


88% 








14 


14 


00%. 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcemcni is now reported uikIct 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Northeast Texas Community College 







1998 


1999 


2000 


2001 


OP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


8 


8 


100% 


5 


4 


80% 


14 


14 


100% 


8 


8 


00% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


43.0102 


Law Enforcement, Corrections - Academy 




























Institution Results 








11 


5 


45% 


5 


3 


60% 


6 


3 


50% 




Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 


15 


9 


60% 


30 


15 


50% 


18 


12 


67% 


17 


5 


29% 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 


14 


13 


93% 


13 


11 


85% 


30 


15 


50% 


22 


16 


73% 




Statewide Totals 


1 180 


773 


66% 


1350 


829 


61 % 


128 


68 


53% 


1506 


1124 


75 % 


51.0904 


Paramedic 




























Institution Results 


10 


9 


90% 


53 


45 


85% 


84 


75 


89% 


48 


43 


90% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Northeast Texas Community College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1601 


Nurse, Registered 




























Institution Results 


21 


18 


86% 


9 


8 


89% 


22 


20 


91% 


20 


18 


90% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86°/ 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


25 


24 


96% 


27 


25 


93% 


18 


18 


1 00% 


20 


20 


00% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88% 


51.1614 


Nurse Aide 




























Institution Results 


103 


95 


92% 


26 


24 


92% 
















Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Odessa College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


18 


17 


94% 


37 


26 


70% 


35 


32 


91% 


41 


29 


71% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0405 


Massage Therapy 




























Institution Results 








7 


5 


71% 


29 


17 


59% 


34 


21 


62% 




Statewide Totals 


81 


72 


89% 


134 


97 


72% 


152 


113 


74 % 


153 


105 


69 % 


12.0413 


Cosmetology Instructor 




























Institution Results 




























Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53°/ 


53 


25 


47 % 


43.0102 


Law Enforcement, Corrections - Academy 




























Institution Results 








31 


19 


61% 


4 


4 


100% 


48 


29 


60% 




Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 


Law Enforcement, Peace Officer - Academi 




























Institution Results 


19 


2 


11% 


1 


0 


0% 


60 


47 


78% 










Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Odessa College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 


49 


26 


53% 


86 


21 


24% 


1 


l 


100% 


49 


30 


61% 




Statewide Totals 


1 180 


773 


66% 


1350 


829 


61% 


128 


68 


53 °/t 


1506 


l 124 


75 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


22 


18 


82% 


12 


6 


50% 


12 


11 


92% 


24 


17 


71% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85 °A 


717 


627 


87 % 


51.0806 


Physical Therapy Assistant 




























Institution Results 


21 


20 


95% 


19 


15 


79% 


16 


16 


100% 


1 


1 


00% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99°/ 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 








49 


41 


84% 


105 


71 


68% 


78 


59 


76% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84 °/< 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








9 


9 


100% 


10 


10 


100% 


8 


8 


00% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88°/ 


551 


439 


80 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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275 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Odessa College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1004 


Medical Laboratory Technician 




























Institution Results 














6 


l 


17% 










Statewide Totals 






0% 






0% 


139 


76 


55°/ 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


66 


55 


83% 


42 


33 


79% 


53 


42 


79% 


35 


28 


80% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86°/ 


2525 


2227 


8 8 % 


51.1613 


Nurse, LVN 




























Institution Results 


55 


53 


96% 


35 


32 


91% 


48 


43 


90% 










Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86°/ 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


1 


0 


0% 


193 


149 


77% 








139 


109 


78% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/ 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Panola College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologi st 




























Institution Results 


22 


21 


95% 


12 


11 


92% 


14 


10 


71% 


28 


20 


71% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


51.0803 


Occupational Therapy Assistant 




























Institution Results 




























Statewide Totals 


1 16 


110 


95% 






0% 






0 % 






0 % 


51.0904 


Emergency Medical Technician Basic 




























Institution Results 














12 


12 


100% 










Statewide Totals 


57 


50 


88% 


196 


169 


86% 


84 


61 


73% 


101 


92 


91 % 


51.1601 


Nurse, Registered 




























Institution Results 


28 


23 


82% 


19 


17 


89% 


27 


23 


85% 


23 


16 


70% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


61 


54 


89% 


49 


42 


86% 


49 


35 


71% 


38 


28 


74% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table IV 
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O 
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277 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Panola College 



CIP Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 Nurse Aide 


























Institution Results 


167 


147 


88% 


37 


28 


76% 








43 


35 


81% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/ 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table IV 



Page 1 02 of 149 




278 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Paris Junior College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


9 


8 


89% 


12 


9 


75% 


12 


9 


75% 


18 


14 


78% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 




























Statewide Totals 


91 


46 


51 % 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


51.0904 


Paramedic 




























Institution Results 














67 


56 


84% 


54 


47 


87% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.1601 


Nurse, Registered 




























Institution Results 


31 


28 


90% 


18 


16 


89% 


34 


27 


79% 


32 


29 


91%. 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


49 


49 


100% 


55 


52 


96% 


48 


45 


94% 


26 


25 


96% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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279 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Paris Junior College 



CIP Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 Nurec Aide 


























Institution Results 


95 


93 


98% 


118 


96 


81% 








68 


59 


87% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


& 6 °/< 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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250 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Ranger College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


17 


14 


82% 


19 


18 


95% 








28 


18 


64%, 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 








1 


1 


100% 
















Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53°/ 


53 


25 


47 % 


51.1613 


Nurse, LVN 




























Institution Results 


51 


41 


80% 


12 


11 


92% 


56 


52 


93% 


42 


37 


88%, 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








22 


20 


91% 
















Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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281 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



San Jacinto College - Central 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


33 


28 


85% 


43 


37 


86% 


41 


32 


78% 


40 


34 


85% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


8 


5 


63% 






















Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53°/ 


53 


25 


47 % 


15.1 100 


Land Surveying - Legal Exam 




























Institution Results 




















1 


0 


0% 




Statewide Totals 






0% 






0% 






0°/c 


18 


13 


72 % 


15.1100 


Land Surveying - Analytical Exam 




























Institution Results 




















2 


l 


50% 




Statewide Totals 






0% 






0% 






0°/c 


22 


14 


64 % 


15.1 100 


Land Surveying 




























Institution Results 














2 


l 


50% 










Statewide Totals 






0% 






0 % 


15 


8 


53% 






0 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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232 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



San Jacinto College - Central 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


19.0708 


Child Care Administrator 




























Institution Results 




















4 


2 


50% 




Statewide Totals 






0% 






0% 






0% 


8 


4 


50 % 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 




























Institution Results 








1 


0 


0% 








6 


3 


50% 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 














3 


2 


67% 










Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


43.0201 


Fire Protection (Arson Investigator) 




























Institution Results 


7 


7 


100% 






















Statewide Totals 


60 


53 


88% 


25 


25 


100% 


37 


30 


81% 


41 


38 


93 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


42 


36 


86% 


22 


17 


77% 


25 


23 


92% 


44 


40 


91% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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2S3 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



San Jacinto College - Central 







1998 


1999 


2000 


2001 




CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 




























Institution Results 


208 


164 


79% 


224 


189 


84% 


265 


213 


80% 


184 


158 


86%, 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








48 


42 


88% 


49 


45 


92% 


72 


64 


89% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














5 


2 


40% 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


144 


131 


91% 


80 


75 


94% 


121 


106 


88% 


129 


1 13 


88% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








21 


13 


62% 








66 


58 


88% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



San Jacinto College - North 







1998 


1999 


2000 


2001 


cip 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


32 


30 


94% 


50 


49 


98% 


38 


37 


97% 


42 


39 


93% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


797c 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


21 


10 


48% 


13 


5 


38% 


2 


2 


100% 


13 


7 


54% 




Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53 7 


53 


25 


47 % 


51.0904 


Paramedic 




























Institution Results 


67 


57 


85% 


148 


125 


84% 


131 


112 


86% 


104 


94 


90% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


341 1 


84 7 


3639 


3249 


89% 


51.1613 


Nurse, LVN 




























Institution Results 


70 


59 


84% 


64 


59 


92% 


67 


56 


84% 


64 


53 


83% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


867 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


95 


87 


92% 


7 


5 


71% 








15 


8 


537, 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


867 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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2S5 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



San Jacinto College - South 







1998 


1999 


2000 


2001 


Cl P 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


29 


27 


93% 


32 


31 


97% 


44 


37 


84% 


30 


24 


80% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


13 


6 


46% 


16 


10 


63% 


7 


4 


57% 


7 


5 


71% 




Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


51.0806 


Physical Therapy Assistant 




























Institution Results 








13 


13 


1 00% 


18 


18 


100%. 


3 


2 


67%, 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 


51.1601 


Nurse, Registered 




























Institution Results 


26 


22 


85% 








30 


27 


90% 


61 


53 


87%, 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


62 


62 


1 00% 


71 


71 


100% 


70 


67 


96% 










Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Low Enforcement is now reported under 5 categories. Sec Explanation. 
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2S6 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



San Jacinto College - South 



CIP 


Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 


Nurse Aide 




























Institution Results 


89 


81 


91% 


1 


0 


0% 








44 


39 


89% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/c 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table IV 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



South Plains College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


24 


19 


79% 


17 


6 


35% 


25 


22 


80% 


10 


4 


40% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


2 


2 


100% 






















Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


4 7 % 


43.0102 


Law Enforcement, Corrections - Academy 




























Institution Results 








12 


10 


83% 


16 


13 


81% 










Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 


Law Enforcement, Peace Officer - Academi 




























Institution Results 


26 


25 


96% 


14 


6 


43% 


32 


18 


56% 


11 


8 


73%. 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 


47 


29 


62% 


36 


21 


58% 


9 


2 


22% 


30 


21 


70% 




Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table IV 
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2S8 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



South Plains College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0907 


Medical Radiologic Technologist * Radiogra 




























Institution Results 








8 


6 


75% 


13 


12 


92% 


9 


7 


78% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 


51.1601 


Nurse, Registered 




























Institution Results 


38 


38 


100% 


38 


34 


89% 


29 


28 


97% 


39 


30 


77 % 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


63 


62 


98% 


52 


51 


98% 


70 


67 


96% 


67 


61 


91% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 %> 


51.1614 


Nurse Aide 




























Institution Results 


103 


94 


91% 


49 


42 


86% 


44 


38 


86%, 


80 


60 


75%, 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Lnw Enforcement is now reported under 5 categories. Sec Explanation. 
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Page 113 of 149 




289 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



South Texas Community College 







1998 


1999 


2000 


2001 


C1P 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0806 


Physical Therapy Assistant 




























Institution Results 














10 


10 


100% 


1 


1 


00% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 


134 


76 


57% 


86 


70 


81% 


92 


63 


68% 


82 


66 


80% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


341 1 


84% 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








13 


12 


92% 


14 


11 


79% 


18 


13 


72%o 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 


51.1601 


Nurse, Registered 




























Institution Results 














44 


30 


68% 


41 


34 


83% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


53 


43 


81% 


46 


38 


83% 


79 


51 


65% 


49 


44 


90%, 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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230 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



South Texas Community College 







1998 




1999 






2000 




2001 




CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 Nurse Aide 

Institution Results 


133 


124 


93% 


88 


75 


85% 


108 


97 


90% 


68 


67 


99% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/< 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 



Tabic IV 
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291 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Southwest Texas Junior College 





1998 


1999 


2000 


2001 


C1P Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 Cosmetologist 


























Institution Results 


4 


3 


75% 


5 


4 


80% 


5 


5 


100% 


17 


1 1 


65% 


Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 Cosmetology Instructor 


























Institution Results 




















2 


0 


0% 


Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


43.0102 Law Enforcement, Corrections - Academic 


























Institution Results 














5 


1 


20% 


1 


0 


0%> 


Statewide Totals 






0% 






0% 


14 


5 


36% 


99 


32 


32 % 


43.0102 Law Enforcement, Corrections - Academy 


























Institution Results 








3 


0 


0% 














Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 Law Enforcement, Peace Officer * Acadcmi 


























Institution Results 




















3 


1 


33%> 


Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table IV 
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-'-ct i-'nDY AVAILABLI 




292 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Southwest Texas Junior College 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 Law Enforcement, Peace Officer - Acadcm 


























Institution Results 














1 


1 


100% 








Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53°/ 


1506 


1124 


75 % 


51.1613 Nurse, LVN 


























Institution Results 


44 


43 


98% 


37 


35 


95% 


52 


47 


90% 








Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 Nurse Aide 


























Institution Results 


37 


31 


84% 


55 


37 


67% 








18 


10 


56% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 



Tabic IV 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Tarrant County Junior College - Northeast 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0806 


Physical Therapy Assistant 




























Institution Results 


25 


22 


88% 


35 


20 


57% 


18 


18 


100% 


4 


3 


75%> 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99°/ 


129 


94 


73 % 


51.0904 


Paramedic 




























Institution Results 








156 


149 


96% 


180 


160 


89% 


124 


111 


90% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


341 1 


84% 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist * Radiogra 




























Institution Results 








16 


16 


100% 


22 


21 


96% 


24 


22 


92% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 



Low Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Tarrant County Junior College - Northwest 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


15.1100 Land Surveying - Legal Exam 


























Institution Results 




















2 


2 


00% 


Statewide Totals 






0% 






0% 






0% 


18 


13 


72 % 


15.1100 Land Surveying 


























Institution Results 














1 


l 


1 00% 








Statewide Totals 






0% 






0% 


15 


8 


53% 






0 % 


1 5. 1 1 00 Land Surveying - Analytical Exam 


























Institution Results 




















3 


3 


00% 


Statewide Totals 






0% 






0% 






0% 


22 


14 


64 % 


43.0102 Law Enforcement, Corrections - Academy 


























Institution Results 




















6 


4 


67% 


Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 Law Enforcement, Peace Officer - Acadcmi 


























Institution Results 


7 


6 


86% 


4 


0 


0% 


85 


76 


89% 


6 


2 


33%. 


Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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2S5 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Tarrant County Junior College - Northwest 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer • Academ 




























Institution Results 


104 


53 


51% 


122 


80 


66% 


2 


l 


50% 


118 


99 


84% 




Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53 °A 


1506 


1124 


75 % 


43.0107 


Breath Test Operator 




























Institution Results 




















145 


144 


99% 




Statewide Totals 






0% 






0% 






0 % 


468 


460 


98% 


43.0203 


Fire Protection (Structure) 




























Institution Results 


81 


79 


98% 


35 


27 


77% 


36 


29 


81% 


89 


84 


94% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85 °A 


717 


627 


87 % 


47.0607 


Aircraft Mechanic- Airframe 




























Institution Results 


42 


38 


90% 


5 


3 


60% 


43 


41 


95% 


39 


37 


95% 




Statewide Totals 


135 


123 


91% 


67 


59 


88% 


81 


76 


94°/ 


82 


75 


91 % 


47.0607 


Aircraft Mechanic- General 




























Institution Results 


40 


34 


85% 


6 


5 


83% 


43 


39 


91% 


39 


39 


00% 




Statewide Totals 


132 


115 


87% 


42 


31 


74% 


72 


65 


90°/ 


87 


79 


91 % 



Law Enforcement is now reported under 5 categories. Soc Explanation. 



Table IV 
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2S6 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Tarrant County Junior College - Northwest 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


47.0607 


Aircraft Mechanic- Powerplant 




























Institution Results 


28 


27 


96% 


12 


11 


92% 


22 


22 


100% 


41 


41 


00% 




Statewide Totals 


105 


92 


88% 


30 


27 


90% 


44 


43 


98% 


80 


76 


95 % 


51.0205 


Deaf Interpreter 




























Institution Results 


16 


8 


50% 


2 


I 


50% 


12 


1 


8% 


10 


2 


20% 




Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50% 


56 


27 


48 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table IV 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Tarrant County Junior College - South 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1601 


Nurse, Registered 




























Institution Results 


161 


151 


94% 


111 


101 


91% 


141 


124 


88% 


127 


112 


88% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86°/ 


2525 


2227 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


80 


79 


99% 


81 


73 


90% 


54 


48 


89% 


51 


48 


94% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/ 


3076 


2546 


83 % 



Low Enforcement is now reported under 5 categories. See Explanation. 



Table IV 
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2S8 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Temple College 



CIP 


Program 


1998 


1999 


2000 






2001 




TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0104 


Law Enforcement, Peace Officer - Academi 




























Institution Results 








4 


2 


50% 








11 


8 


73%) 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 














3 


0 


0% 










Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


51.0904 


Paramedic 




























Institution Results 








50 


44 


88% 


85 


78 


92% 


83 


79 


95% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














12 


4 


33% 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


33 


31 


94% 


29 


24 


83% 


30 


30 


100% 


41 


38 


93% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table IV 
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2S9 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Temple College 







1998 


1999 


2000 


2001 




CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 




























Institution Results 


51 


46 


90% 


48 


41 


85% 


52 


40 


77% 


46 


45 


98% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


29 


29 


100% 


29 


21 


72% 








49 


45 


92% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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n 

o 



00 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Texarkana College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


27 


25 


93% 


25 


20 


80% 


26 


20 


77% 


21 


12 


57%> 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


1 


1 


1 00% 


2 


0 


0% 


4 


2 


50% 










Statewide Totals 


91 


46 


51 % 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


43.0104 


Law Enforcement, Peace Officer - Academi 




























Institution Results 








15 


9 


60% 








15 


6 


40 % 




Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 














6 


4 


67% 










Statewide Totals 


1 180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1 124 


75 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 




























Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85% 


717 


627 


87 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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30 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Texarkana College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 




























Institution Results 


13 


12 


92% 


27 


24 


89% 


39 


32 


82% 


21 


19 


90% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84 % 


3639 


3249 


89 % 


51.1601 


Nurse, Registered 




























Institution Results 


64 


60 


94% 


31 


27 


87% 


71 


59 


83% 


66 


57 


86% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 


80 


75 


94% 


64 


57 


89% 


74 


61 


82% 


36 


35 


97% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








22 


22 


100% 
















Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforccmenl is now reported under 5 calcgorics. Sec Explanation. 



Table IV 
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302 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Texas Southmost College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 




























Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








20 


18 


90% 








19 


13 


68% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 


51.1601 


Nurse, Registered 




























Institution Results 




























Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 




























Institution Results 








86 


73 


85% 


28 


25 


89% 










Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 








2 


1 


50% 
















Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Low Enforcement is now reported under 5 categories. Sec Explanation. 



Tabic IV 
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303 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Texas State Technical College - Harlingen 



CIP 


Program 


1998 


1999 


2000 


2001 




TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0203 


Fire Protection (Structure) 




























Institution Results 




























Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85 % 


717 


627 


87 % 


47.0607 


Aircraft Mechanic- General 




























Institution Results 


3 


3 


100% 






















Statewide Totals 


132 


115 


87% 


42 


31 


74% 


72 


65 


90% 


87 


79 


91 % 


47.0607 


Aircraft Mechanic- Airframe 




























Institution Results 


1 


1 


100% 


3 


2 


66% 
















Statewide Totals 


135 


123 


91% 


67 


59 


88% 


81 


76 


94% 


82 


75 


91 %o 


47.0607 


Aircraft Mechanic- Powcrplant 




























Institution Results 


1 


1 


100% 


1 


1 


1 00% 


1 


1 


100% 










Statewide Totals 


105 


92 


88% 


30 


27 


90% 


44 


43 


98% 


80 


76 


95 % 


51.0904 


Paramedic 




























Institution Results 


82 


58 


71% 


81 


65 


80% 


131 


116 


89% 


81 


72 


89%o 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 %> 



Law Enforcement is now reported under 5 categories. Sec Explanation. 



Table IV 



Page 1 28 of 149 




304 



Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Texas State Technical College - Harlingen 







1998 




1999 






2000 




2001 




C1P Program 


TESTED 


PASSED 


% 


ITSTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1614 Nurec Aide 

Institution Results 


44 


37 


84% 


52 


46 


88% 


56 


46 


82% 


33 


31 


94% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Texas State Technical College - Sweetwater 







1998 


1999 


2000 


2001 


OP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


15.1 100 


Land Surveying 




























Institution Results 














2 


l 


50% 










Statewide Totals 






0% 






0% 


15 


8 


53°/ 






0 % 


47.0607 


Aircraft Mechanic- General 




























Institution Results 


8 


6 


75% 


18 


11 


61% 


11 


1 1 


100% 


8 


8 


00% 




Statewide Totals 


132 


115 


87% 


42 


31 


74% 


72 


65 


90 % 


87 


79 


91 % 


47.0607 


Aircraft Mechanic- Powcrplant 




























Institution Results 


2 


2 


100% 


3 


3 


100% 


7 


6 


86% 


6 


5 


83% 




Statewide Totals 


105 


92 


88% 


30 


27 


90% 


44 


43 


98% 


80 


76 


95 % 


47.0607 


Aircraft Mechanic- Airframe 




























Institution Results 


6 


6 


100% 


19 


17 


89% 


15 


14 


93% 


7 


7 


00% 




Statewide Totals 


135 


123 


91% 


67 


59 


88% 


81 


76 


94% 


82 


75 


91 % 


51.0904 


Paramedic 




























Institution Results 








91 


72 


79% 


35 


24 


69% 


150 


132 


88% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89% 



Low Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Texas State Technical College - Sweetwater 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 




























Institution Results 


64 


60 


94% 


76 


73 


96% 


64 


56 


88% 


81 


62 


77% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


54 


50 


93% 


27 


26 


96% 


31 


30 


97% 


20 


18 


90% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Texas State Technical College - Waco 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


15.1 100 


Land Surveying - Legal Exam 




























Institution Results 




















5 


4 


80% 




Statewide Totals 






0% 






0% 






0% 


18 


13 


72% 


15.1 100 


Land Surveying - Analytical Exam 




























Institution Results 




















7 


3 


43% 




Statewide Totals 






0% 






0% 






0°/ 


22 


14 


64 % 


47.0607 


Aircraft Mechanic- Airframe 




























Institution Results 


7 


7 


100% 


15 


14 


93% 








12 


10 


83% 




Statewide Totals 


135 


123 


91 % 


67 


59 


88% 


81 


76 


94% 


82 


75 


91 % 


47.0607 


Aircraft Mechanic- General 




























Institution Results 


6 


6 


100% 


l 


1 


100% 


2 


2 


100% 


15 


13 


87% 




Statewide Totals 


132 


115 


87% 


42 


31 


74% 


72 


65 


90% 


87 


79 


91 %o 


47.0607 


Aircraft Mechanic- Powcrplant 




























Institution Results 


8 


7 


88% 


3 


3 


1 00% 


3 


3 


100%, 


14 


13 


93% 




Statewide Totals 


105 


92 


88% 


30 


27 


90% 


44 


43 


98% 


80 


76 


95 % 



Law Enforcement is now reported under 5 categories. See Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Trinity Valley Community College 



Cl? 


Program 


1998 


1999 


2000 




2001 




TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


33 


29 


88% 


36 


32 


89% 


62 


52 


84% 


58 


48 


83% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


4 


1 


25% 


l 


1 


100% 
















Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


51.0904 


Paramedic 




























Institution Results 








59 


48 


81% 


92 


66 


72% 


1 10 


82 


75% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.0904 


Emergency Medical Technician Basic 




























Institution Results 








4 


4 


100% 
















Statewide Totals 


57 


50 


88% 


196 


169 


86% 


84 


61 


73% 


101 


92 


91 % 


51.1601 


Nurse, Registered 




























Institution Results 


52 


46 


88% 


70 


66 


94% 


58 


48 


83% 


70 


65 


93%. 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 %» 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Trinity Valley Community College 







1998 


1999 


2000 


2001 




CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 




























Institution Results 


55 


51 


93% 


42 


41 


98% 


45 


41 


91% 


28 


19 


68% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


111 


104 


94% 


62 


54 


87% 


42 


35 


83% 


80 


62 


78% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Tyler Junior College 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


15.1100 Land Surveying - Analytical Exam 


























Institution Results 




















2 


0 


0%o 


Statewide Totals 






0% 






0% 






0% 


22 


14 


64 % 


15.1100 Land Surveying - Legal Exam 


























Institution Results 




















3 


2 


67 % 


Statewide Totals 






0% 






0% 






0°/ 


18 


13 


72 % 


15.1100 Land Surveying 


























Institution Results 














6 


2 


67% 








Statewide Totals 






0% 






0% 


15 


8 


53 % 






0 % 


43.0104 Law Enforcement, Peace Officer - Academi 


























Institution Results 








12 


1 


8% 


16 


13 


81% 


3 


2 


67% 


Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 Law Enforcement, Peace Officer - Acadcm 


























Institution Results 














2 


1 


50% 


8 


8 


00% 


Statewide Totals 


1 ISO 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75% 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Tyler Junior College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0205 


Deaf Interpreter 




























Institution Results 


3 


0 


0% 


4 


1 


25% 


4 


2 


50% 


6 


2 


33% 




Statewide Totals 


39 


17 


44% 


45 


27 


60% 


46 


23 


50°/ 


56 


27 


48 % 


51.0904 


Paramedic 




























Institution Results 








128 


108 


84% 


117 


100 


85% 


65 


56 


86% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 




























Institution Results 








22 


22 


100% 


28 


25 


89% 


27 


19 


70% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88 “X 


551 


439 


80 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














12 


11 


92% 










Statewide Totals 






0% 






0% 


139 


76 


55% 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


63 


59 


94% 


60 


57 


95% 


65 


55 


85% 


61 


56 


92 % 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 

t 


2480 


2132 


86% 


2525 


2227 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Tyler Junior College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 




























Institution Results 


102 


95 


93% 


72 


61 


85% 


100 


89 


89% 


66 


60 


91%, 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


337 


320 


95% 


144 


120 


83% 








90 


65 


72% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Vernon College 



CIP 


Program 


1998 


1999 


2000 




2001 




TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


17 


13 


76% 


31 


28 


90% 


55 


45 


82% 


33 


32 


97% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


1 


1 


100% 


2 


2 


100% 


5 


2 


40% 


1 


0 


0% 




Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53°/ 


53 


25 


47 % 


43.0107 


Law Enforcement, Peace Officer - Academ 




























Institution Results 




























Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53°/ 


1506 


1124 


75 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 








5 


4 


80% 








9 


9 


00% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85°/ 


717 


627 


87 % 


51.0904 


Paramedic 




























Institution Results 


82 


67 


82% 


119 


102 


86% 


93 


79 


85% 


213 


205 


96% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84°/ 


3639 


3249 


89 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Vernon College 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1601 Nurse, Registered 


























Institution Results 


45 


40 


89% 


16 


16 


100% 


63 


56 


88% 


55 


46 


84% 


Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86°/ 


2525 


2227 


88 % 


51.1613 Nurse, LVN 


























Institution Results 


105 


93 


89% 


130 


1 14 


88% 


124 


99 


80% 


84 


64 


76% 


Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 Nurse Aide 


























Institution Results 


173 


164 


95% 


169 


153 


90% 








109 


104 


95% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/ 


3076 


2546 


83 % 



Low Enforcement is now reported under 5 categories. Sec Explanation, 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Victoria College 







1998 


1999 


2000 


2001 




CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 




























Statewide Totals 


1180 


773 


66 % 


1350 


829 


61% 


128 


68 


53°/ 


1506 


1124 


75 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 








9 


5 


56% 


9 


6 


67% 


13 


9 


69% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85°/ 


717 


627 


87 % 


51.0904 


Paramedic 




























Institution Results 


120 


97 


81% 


94 


85 


90% 


109 


94 


86% 


1 10 


95 


86% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 


51.1004 


Medical Laboratory Technician 




























Institution Results 














7 


4 


57% 










Statewide Totals 






0% 






0% 


139 


76 


55°/ 






0 % 


51.1601 


Nurse, Registered 




























Institution Results 


67 


63 


94% 


61 


55 


90% 


49 


48 


98% 


50 


43 


86% 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86°/ 


2525 


2227 


88 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Victoria College 





1998 


1999 


2000 


2001 


CIP Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 Nurse, LVN 


























Institution Results 


127 


115 


91% 


103 


89 


86% 


168 


146 


87% 


132 


110 


83% 


Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86°/ 


2049 


1800 


88 % 


51.1614 Nurse Aide 


























Institution Results 


76 


72 


95% 


59 


46 


78% 








97 


73 


75% 


Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/ 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Weatherford College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 


26 


24 


92% 


20 


19 


95% 


17 


17 


100% 


20 


19 


95% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79% 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 




























Institution Results 


4 


2 


50% 






















Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


19.0708 


Child Care Administrator 




























Institution Results 




















1 


1 


00% 




Statewide Totals 






0% 






0% 






0% 


8 


4 


50% 


43.0102 


Law Enforcement, Corrections - Academy 




























Institution Results 




















9 


7 


78% 




Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 


Law Enforcement, Peace Officer - Academi 




























Institution Results 


9 


4 


44% 








84 


67 


80% 










Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Weatherford College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTFED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0107 


Law Enforcement, Peace Officer - Acadcm 




























Institution Results 


72 


44 


61% 


50 


29 


58% 








125 


73 


58% 




Statewide Totals 


1 180 


773 


66% 


1350 


829 


61 % 


128 


68 


53°/ 


1506 


1124 


75 % 


43.0107 


Law Enforcement, Reserve Officer - Acadc 




























Institution Results 




















51 


27 


53% 




Statewide Totals 






0% 






0% 






0 % 


453 


304 


67 % 


43.0201 


Fire Protection (Arson Investigator) 




























Institution Results 








7 


7 


100% 








11 


8 


73% 




Statewide Totals 


60 


53 


88% 


25 


25 


100% 


37 


30 


81% 


41 


38 


93 % 


43.0203 


Fire Protection (Structure) 




























Institution Results 


0 






0 


0 


0% 


8 


6 


75% 










Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85°/ 


717 


627 


87 % 


51.0904 


Paramedic 




























Institution Results 


33 


21 


64% 


61 


54 


89% 


80 


68 


85% 


60 


55 


92% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84% 


3639 


3249 


89 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Weatherford College 







1998 


1999 


2000 


2001 




CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.1613 


Nurse, LVN 




























Institution Results 


40 


37 


93% 


38 


36 


95% 


56 


50 


89% 


42 


38 


90% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86°/c 


2049 


1800 


88 % 


51.1614 


Nurse Aide 




























Institution Results 


50 


50 


100% 


21 


20 


95% 
















Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86°/c 


3076 


2546 


83 % 



Law Enforcement is now reported under 5 categories. Sec Explanation. 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Western Texas College 







1998 


1999 


2000 




2001 




CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 




























Institution Results 




















2 


2 


00% 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/c 


982 


778 


79 % 


43.0102 


Law Enforcement, Corrections - Academic 




























Institution Results 




















1 


1 


00% 




Statewide Totals 






0% 






0% 


14 


5 


36°/ 


99 


32 


32 % 


51.0904 


Paramedic 




























Institution Results 








21 


17 


85% 


52 


35 


67% 


60 


53 


88% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84 °A 


3639 


3249 


89 % 


51.1613 


Nurse, LVN 




























Institution Results 


18 


17 


94% 


19 


16 


84% 


10 


8 


80% 


18 


15 


83% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86°/ 


2049 


1800 


88 % 


51.1614 


Nurse Aide 
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7 


5 


71% 
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3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 
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Texas Higher Education Coordinating Board 
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Wharton County Junior College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


12.0403 


Cosmetologist 
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20 


17 


85% 


21 


17 


81% 


37 


24 


65% 


31 


26 


84%o 




Statewide Totals 


881 


762 


86% 


885 


765 


86% 


1025 


813 


79°/ 


982 


778 


79 % 


12.0413 


Cosmetology Instructor 
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4 


3 


75% 








2 


1 


50% 


3 


1 


33%, 




Statewide Totals 


91 


46 


51% 


54 


30 


56% 


49 


26 


53% 


53 


25 


47 % 


43.0102 


Law Enforcement, Corrections * Academy 
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8 


4 


50% 
















Statewide Totals 






0% 


474 


372 


78% 


123 


88 


72% 


410 


286 


70 % 


43.0104 


Law Enforcement, Peace Officer - Acadcmi 
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7 


2 


29% 


3 


2 


67% 


48 


39 


81% 










Statewide Totals 


612 


463 


76% 


190 


80 


42% 


1086 


830 


76% 


162 


85 


52 % 


43.0107 


Law Enforcement, Peace Officer - Acadcm 
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38 


15 


39% 


43 


24 


56% 








46 


29 


63% 




Statewide Totals 


1180 


773 


66% 


1350 


829 


61% 


128 


68 


53% 


1506 


1124 


75 %, 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Wharton County Junior College 







1998 


1999 


2000 


2001 


CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


43.0201 


Fire Protection (Inspector) 




























Institution Results 








11 


8 


73% 
















Statewide Totals 


33 


32 


97% 


57 


49 


86% 


30 


25 


83% 


56 


55 


98 % 


43.0201 


Fire Protection (Arson Investigator) 
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10 


9 


90% 






















Statewide Totals 


60 


53 


88% 


25 


25 


100% 


37 


30 


81 % 


41 


38 


93 % 


43.0203 


Fire Protection (Driver/Opcrator-Pumpcr) 
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34 


24 


71% 




Statewide Totals 






0% 






0% 






0% 


85 


72 


85 % 


43.0203 


Fire Protection (Structure) 
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11 


11 


100% 


18 


11 


61% 








34 


29 


85% 




Statewide Totals 


525 


499 


95% 


331 


252 


76% 


322 


273 


85°/. 


717 


627 


87 % 


51.0806 


Physical Therapy Assistant 
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24 


21 


88% 


23 


19 


83% 


12 


12 


100% 


1 


0 


0% 




Statewide Totals 


298 


218 


73% 


312 


224 


72% 


273 


271 


99% 


129 


94 


73 % 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



Wharton County Junior College 







1998 


1999 


2000 




2001 




CIP 


Program 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


51.0904 


Paramedic 
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27 


25 


93% 


74 


65 


88% 


77 


65 


84% 


85 


77 


91% 




Statewide Totals 


1922 


1524 


79% 


3487 


2997 


86% 


4043 


3411 


84 % 


3639 


3249 


89 % 


51.0907 


Medical Radiologic Technologist - Radiogra 
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1 1 


11 


100% 


23 


21 


91% 


17 


14 


82% 




Statewide Totals 






0% 


421 


389 


92% 


422 


373 


88% 


551 


439 


80 % 


51.1601 


Nurse, Registered 




























Institution Results 


22 


21 


95% 


13 


13 


1 00% 


21 


19 


91% 


28 


28 


00 %> 




Statewide Totals 


2697 


2414 


90% 


1732 


1540 


89% 


2480 


2132 


86% 


2525 


2227 


88 % 


51.1613 


Nurse, LVN 
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47 


47 


100% 


43 


43 


1 00% 


27 


27 


100% 


12 


12 


00% 




Statewide Totals 


2736 


2463 


90% 


2541 


2257 


89% 


2774 


2396 


86% 


2049 


1800 


88 % 


51.1614 


Nurse Aide 
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15 


10 


67% 


19 


17 


89% 








23 


20 


87% 




Statewide Totals 


3791 


3545 


94% 


3269 


2755 


84% 


555 


475 


86% 


3076 


2546 


83 % 
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Texas Higher Education Coordinating Board 
2002 Statewide Licensure Report 
Results by Program (1998-2001) 



CIP Program 


1998 


1999 


2000 


2001 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


TESTED 


PASSED 


% 


Total 


15,624 


13,427 


86 


15,832 


13,072 


83 


14,351 


11,889 


83 


18,085 


15,076 


83 
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Explanatory Notes for Tables 



CIP Code 


The Classification of Instructional Programs (CIP) is a federal taxonomy 
developed by the U.S. Department of Education. It is used throughout the 
nation by government agencies and professional associations to establish 
standard terminology and record-keeping. The six-digit identification number of 
the instructional program includes both Technical and Tech Prep programs 
under the same program code. 


Dates 


Dates reflect the annual reporting deadlines to which the institutions must 
adhere. All testing during the period beginning with the fall semester and 
through the following summer semester is reported in the fall after the summer 
semester. 


FICE Code 


The Federal Interagency Commission on Education (FICE) six-digit 
identification number for an academic institution. Any colleges with one FICE 
code but multiple course work sites were aggregated into one name. 


Institution 


Name of an institution that offered the particular instructional program. 


Licensure 

Exam 


Title of the licensure examination. Not necessarily equivalent to the title of 
the instructional program to which the examination relates. 


Passed 


Number of students who passed the particular licensure examination. This 
information normally comes from the agency that administers the licensure 
examination. 


Program 


An organized unit of instruction directly related to the acquisition and/or 
upgrading of technical skills and for which a Coordinating Board-approved 
certificate or an applied associate degree is awarded. 


Reporting 

Agency 


An external agency, which grants authorization to practice in a 

particular occupational field after passage of a formal examination relating to 

that specific field. 


Tested 


Number of students who took the particular licensure examination. This 
information normally comes from the agency that administers the licensure 
examination. 
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Profiles of Licensure Exams 



Aircraft Mechanic - Airframe 
Aircraft Mechanic - General 
Aircraft Mechanic - Powerplant 



CIP 47.0607 
CIP 47.0607 
CIP 47.0608 



Federal Aviation Administration 

Airman Testing Standards Branch, AFS-630 

P.O. Box 25082 

Oklahoma City, OK 73125 

405-954-6401 

http://afs600.faa.gov/AFS630.htm 

Linda McCoy, Education Program Specialist 
linda_a_mccoy@mmacmail.jccbi.gov 

Thirteen public community colleges offer Aircraft Mechanic programs. The Federal 
Aviation Administration monitors aircraft mechanic training school standards for the 300- 
hour General curriculum training program, and for the 750-hour Airframe or Powerplant 
curricula. It is not mandatory for mechanics to take and pass the examinations. 
However, an unlicensed mechanic is not allowed to return an aircraft to service after 
maintenance without a separate review and acceptance by a licensed mechanic. 
Candidates must pass the General examination with a minimum score of 70. Once a 
candidate has passed the General examination, he/she may then take a specialist 
examination for Airframe or Powerplant certification. Both of these exams also maintain 
a minimum passing standard of 70 percent. 



Barber / Hairstylist CIP 12.0402 

Central Texas College 
Industrial Technology Department 
P.O. Box 1800 
Killeen, TX 76540-1800 
254-526-1349 

http://www.ctcd.cc.tx.us/ind barb.htm 

Don Donaldson, Chair 
ddonalds@ctcd.cc.tx.us 

Central Texas College is the only Texas public community college currently offering this 
program. Applicants take a written examination and a six-section practical 
demonstration. Minimum passing scores on the written examination and the six 
individual practical demonstrations are 71 percent. An applicant must pass the written 
examination and all sections of the practical demonstration in order to receive a license. 
As the sole community college barber preparation program, licensure data was obtained 
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directly from the institution. This is an exception to the THECB decision to only collect 
data from licensing organizations. 



Breath Test Operator CIP 43.0107 

Texas Department of Public Safety 

Office of the Scientific Director 

MSC 0570 

P.O. Box 4087 

Austin, TX 78773-0570 

512-424-5200 

http://www.txdps.state.tx.us/bat/index.htm 

Richard Baxter, Scientific Director 
richard.baxter@txdps.state.tx.us 

The Breath Test Operator School is offered at four Texas public community colleges. 
Certification in this field requires candidates to pass both a written and practical exam. 
The written exam is one hundred true/false and multiple-choice questions based on 
curriculum topics and objectives, with a minimum passing score of 75. The practical 
exam requires candidates to demonstrate competence in administering Breath Tests to 
five simulated DWI subjects; analyzing and obtaining results from the test samples; and 
properly completing all required records and/or reports. An examinee must score a 100 
percent on the practical exam, or retest with an additional five subjects and score a 100 
percent the second time. 



Child Care Administrator CIP 20.0203 

Texas Department of Protective and Regulatory Services 

Child Care Licensing Division 

P.O. Box 149030 

Austin, TX 78714-9030 

512-438-4800 

http://www.tdprs.state.tx.us/Child Care/Information for Child Care Professional 
s/qualifications.asp 

Amy E. Chandler, LMSW 
chandlae@tdprs.state.tx.us 

Child-care/guidance worker and manager programs are offered at forty-two public 
community colleges in Texas. Licensure as a Child Care Administrator requires moral 
character references, supervised and supervisory experience, a criminal background 
check, and an examination. A candidate with an associate’s degree must have a 
minimum of four years of child-care related experience in order to qualify for the exam. 
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The multiple-choice test consists of seventy-five questions. A candidate must earn a 
minimum score of 80 percent to pass the exam. 



Cosmetologist CIP 12.0403 

Cosmetology Instructor CIP 12.0499 

Texas Cosmetology Commission 
P.O.Box 26700 
Austin, TX 78755-0700 
512-454-9970 
http://www.txcc.state.tx.us/ 

Don Nall, Interim Executive Director 
executive@txcc.state.tx.us 

Thirty-three public community colleges offer degrees or certificates in cosmetic services. 
The cosmetologist curriculum consists of 1500-classroom hours. The cosmetologist 
licensure exam has both written and practical portions. The practical exam accounts for 
two-thirds of the weighted total score, and the written portion comprises the remaining 
one-third. A composite score of at least 75 percent is needed to pass the exam. In 
order to enter the 750-hour cosmetology instructor-training program, a candidate must 
hold a valid cosmetologist license. The licensure exam for cosmetology instructor has 
three parts: written, clinical, and oral. A candidate must pass all three parts of the exam 
within one calendar year in order to receive an instructor’s license. 



Court Reporting CIP 52.0405 

Court Reporters Certification Board 
P.O. Box 13131 
Austin, TX 7871 1-31 31 
512-463-1630 
http://www.crcb.state.tx.us/ 

Sheryl Jones, Director of Administration 
sheryl.jones@crcb.state.tx.us 

Six public community colleges offer an associate degree or certificate in Court 
Reporting. The licensure exam, consisting of both an oral and written portion, is given 
quarterly to candidates who complete a Court Reporter training program. Minimum 
scores of 95 percent on the voice dictation section and 75 percent on the written portion 
are needed to pass the exam. Candidates must pass both sections in order to become 
certified. 
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Emergency Medical Technician Basic 
Emergency Medical Technician Intermediate 
Paramedic 



CIP 51.0904 
CIP 51.0904 
CIP 51.0904 



Texas Department of Health 
Bureau of Emergency Management 
1 1 00 West 49th Street 
Austin, TX 78756-3199 
512-834-6733 

http://www.tdh.state.tx.us/hcqs/ems/emshome.htm 

Kaylene S. Farthing, Database Administrator 
kaylene.farthing@tdh.state.tx.us 

The reporting categories in this field have been revised for the 2002 Annual Report. 
Previously, all levels of licensure were reported under one heading: Emergency 
Medical/Paramedic. In order to more accurately document licensure exam 
performance, each level of certification is now reported separately. The pass rates from 
the 2000 and 2001 Annual Reports have been revised to reflect this separation. Forty- 
eight public community colleges offer programs in this field. The EMT-Basic curriculum 
is composed of 144-classroom hours and 72-clinical/internship hours, and is a 
prerequisite for both the EMT-Intermediate and Paramedic programs. The EMT- 
Intermediate curriculum is 96-classroom hours and 106-clinical/internship hours. EMTs 
at each level must pass a one hundred question, multiple-choice exam. While the first 
two levels of emergency medical technology are certificate programs, the Paramedic 
program, 212-classroom hours and 130-clinical/internship hours, can result in either an 
associate’s degree or certificate. The Paramedic exam is composed of two hundred 
multiple-choice questions. The passing standard for all exams is 70 percent. 



Fire Protection - Aircraft Rescue 
Fire Protection - Arson Investigator 
Fire Protection - Driver/Operator-Pumper 
Fire Protection - Hazardous Materials 
Fire Protection - Inspector 
Fire Protection - Structure 



CIP 43.0201 
CIP 43.0201 
CIP 43.0203 
CIP 43.0201 
CIP 43.0201 
CIP 43.0203 



Texas Commission on Fire Protection 
Fire Service Standards and Certification 
P.O. Box 2286 
Austin, TX 78768-2286 
512-239-4950 
http://www.tcfp.state.tx.us/ 

Jake Soteriou, Division Director 
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Thirty-four public community colleges in Texas offer programs in this field. The basic 
fire protection (structure) curriculum is 468-hours. The Structure exam is written and 
practical, both portions are equally weighted. The written portion has a 70 percent 
passing standard, and the practical portion is evaluated on a timed-skill point system. 

A candidate must pass both sections of the Structure exam to be licensed. Aircraft 
Rescue licensure requires candidates to pass both written and performance tests. 
Licensure as an Arson Investigator or Inspector is through written examination with a 70 
percent passing standard. An Arson Investigator must also hold a current commission 
through the Texas Law Enforcement Officer Standards and Education agency as a 
Basic Peace Officer. The Driver/Operator-Pumper and Hazardous Materials 
certifications are voluntary. To be certified as a Driver/Operator-Pumper, an individual 
must participate in a 40-hour curriculum and pass both written and performance exams. 
The Hazardous Materials curriculum is a minimum of 80-hours, and candidates are 
certified after passing both written and performance tests. Fire fighter candidates must 
also hold a minimum certification through the Texas Department of Health as 
Emergency Care Attendants, a 72-hour curriculum. 



Funeral Director CIP 12.0301 

Embalmer CIP 12.0301 

Funeral Director-Embalmer CIP 12.0301 

International Conference of Funeral Service Examining Boards 

P.O. Drawer E 

Huntsville, AR 72740 

479-738-1915 

http://www.cfseb.org 

Dalene L. Randall, Acting Executive Director 

Licensure data in this field had previously been solicited directly from San Antonio 
College, and reported as one total under the heading “Funeral Directing.” This year’s 
report contains data supplied by the agency that administers the licensure exam on both 
San Antonio College and Amarillo College, the two public institutions that offer the 
mortuary science program. Data is now reported under three separate headings as 
recognized by the Texas Funeral Services Commission, and data from the 2001 report 
has been corrected to reflect these categories. The National Board Examination 
consists of two, 250-question sections on Funeral Service Arts and Funeral Service 
Sciences. In Texas, a funeral director candidate must pass the Funeral Service Arts 
Exam, an embalmer must pass the Funeral Service Sciences Exam, and a funeral 
director-embalmer must pass both sections. A Texas licensure candidate must score a 
minimum of 75 percent or better on the appropriate exam. The ICFSEB operates a 
trimester schedule for exams, and the reporting period is the 2001 calendar year. 
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Funeral - Texas Mortuary Law 



CIP 12.0300 



Texas Funeral Services Commission 

P.O. Box 12217 

Austin, TX 7871 1 

512-936-2469 

http://www.tfsc.state.tx.us/ 

Martha Gussoni, Licensing Technician 
martha.gussoni@tfsc.state.tx.us 

Two public community colleges offer mortuary science programs in Texas. The Texas 
Mortuary Law exam consists of fifty mulitple-choice questions, and has a passing 
standard of 75 percent. The exam was revised in November 2001 to an open-book 
format. 



Interpreter for the Deaf CIP 51 .0205 

Texas Commission for the Deaf and Hard of Hearing 

Board for Evaluation of Interpreters 

P.O. Box 12904 

Austin, TX 78756 

512-451-8494 

http://www.tcdhh.state.tx.us/ 

Angela Bryant, Coordinator 
angela.bryant@tcdhh.state.tx.us 

Twelve community colleges offer programs in Sign Language Interpretation. Licensure 
as an Interpreter for the Deaf requires a two-part examination consisting of written and 
video sections. The written portion of the examination maintains a 60 percent passing 
standard, while each of the five video sections maintains a passing standard of 70 



Texas Board of Professional Land Surveying 

7701 North Lamar, Suite 400 

Austin, TX 78752 

512-452-9427 

http://www.txls.state.tx.us/ 

Sandy Smith, Executive Director 



percent. 



Land Surveying - Analytical Exam 
Land Surveying - Legal Exam 



CIP 15.1100 
CIP 15.1100 
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In 2002, the Texas Board of Professional Land Surveying changed the way it reported 
licensure exam data to the Coordinating Board. Previously, pass rate data was 
supplied for the licensure exam as a whole. This year, information was supplied on 
each part of the exam, and total pass rates were not given. The 2002 Report reflects 
this change. The Texas BPLS conducts two, four-hour multiple choice examinations on 
the legal and analytical standards for the profession. The Board uses a scaled-score to 
determine competency on each examination, which is converted to a minimum passing 
score of 70 percent. Six community colleges offer programs in land surveying. 



Law Enforcement Data Reorganization 

> Law Enforcement licensure data had been reported prior to the 2001 Licensure 
Report using the following codes: 

• 1000/1004 - Basic Peace Officer Academy CIP 43.0107 

• 1005/1006/1007 - Basic Corrections Academy CIP 43.0102 

• 101 1 - Basic Peace Officer Academic CIP 43.0104 

> In 2001 , the Texas Commission on Law Enforcement Officer Standards and 
Education changed the way it reported licensure data to the Coordinating Board. 

The codes 1005/1006 - Basic Corrections Academy are now inactive reporting 
numbers, and the remaining codes are not used in reporting licensure information. 
For the 2001 Licensure Report, new reporting categories were created, but were not 
matched with the data from previous years. Those categories were: 

• Academy Peace Officer CIP 43.0107 

• Academic Peace Officer CIP 43.0104 

• Academy Corrections CIP 43.0102 

• Academic Corrections CIP 43.0102 

> In order to more accurately track licensure data, the 2002 Licensure Report has 
reorganized all law enforcement data from prior years into the following categories: 

• Corrections - Academic CIP 43.0102 

■ Includes data from Academic Corrections 



• Corrections - Academy CIP 43.0102 

■ Combines 1005/1006/1007 data with Academy Corrections 

• Peace Officer - Academic CIP 43.0104 

■ Combines 101 1 data with Academic Peace Officer 



• Peace Officer - Academy CIP 43.0107 

■ Combines 1000/1004 data with Academy Peace Officer 
> A new law enforcement licensure exam has been added for the 2002 report: 

• Reserve Officer - Academy CIP 43.0107 



Law Enforcement - Corrections - Academic 
Law Enforcement - Corrections - Academy 
Law Enforcement - Peace Officer - Academic 
Law Enforcement - Peace Officer - Academy 
Law Enforcement - Reserve Officer - Academy 



CIP 43.0102 
CIP 43.0102 
CIP 43.0104 
CIP 43.0107 
CIP 43.0107 
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Texas Commission on Law Enforcement 
Officer Standards and Education 
6330 U.S. Highway 290 East, Suite 200 
Austin, TX 78723 
512-936-7700 

http://www.tcleose.state.tx.us/index.htm 
Dr. Ivan Messer 

ivan.messer@mail.capnet.state.tx.us 

Forty-six public community colleges offer degrees or certificates in criminal justice and 
corrections. Students who have completed the 560-hour basic peace officer curriculum, 
the 228-hour reserve officer curriculum, or the 80-hour corrections curriculum are 
eligible to take a licensure exam. The peace officer exam consists of 280 written 
questions covering legal and procedural/operational learning objectives. The other 
licensure exams have two hundred questions. A passing score is defined as 70 percent 
or better. 



Massage Therapy CIP 12.0405 

Texas Department of Health 

Professional Licensing and Certification Division 

1 1 00 West 49th Street 

Austin, TX 78756-3199 

512-834-6628 

http://www.tdh.state.tx.us/hcqs/plc/massaqe.htm 
Eileen Hartman, Exam Supervisor 

Nine community colleges offer the 300-hour program in Massage Therapy. The 
licensure examination consists of 150 written questions and a one-half hour practical 
exam. A minimum score of 75 percent on the practical exam, and a reference-based 
criterion score (usually 75 percent or better) on the written portion is needed to pass the 
exam. 



Medical Assistant CIP 51.0801 

American Association of Medical Assistants 
20 North Wacker Drive, Suite 1575 
Chicago, I L 60606 
312-899-1500 / 800-228-2262 
http://www.aama-ntl.org/ 

Anna L. Johnson, Director of Certification 
ajohnson@aama-ntl.org 
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Although Texas state law does not mandate that medical assistants be licensed, it does 
require them to take an approved test or short course before they can take x-rays or 
perform other specified clinical tasks. Eleven community colleges offer degrees or 
certificates in this field. Graduates of medical assisting programs that are approved by 
the Commission on Accreditation of Allied Health Education Programs (CAAHEP), with 
twelve months of full-time or twenty-four months of part-time health work experience 
under the supervision of a licensed health care provider, are eligible to take the Certified 
Medical Assistant examination. 



Medical Radiologic Technologist - Radiography CIP 51.0907 

Medical Radiologic Technologist - Radiation Therapy CIP 51.0907 

American Registry of Radiologic Technologists 

1255 Northland Drive 

St. Paul, MN 55120 

651-687-0048 X532 

http://www.arrt.org/ 

Dan Anderson, Test Specialist 
dan.anderson@arrt.org 

According to the Texas Department of Health (TDH), certified Medical Radiologic 
Technologists include all practitioners in diagnostic radiography, nuclear medicine, and 
radiation therapy. Texas state law requires practicing Medical Radiologic Technologists 
to have completed an accredited training program and pass a TDH approved 
examination like that administered by the American Registry of Radiological 
Technologists (ARRT). Each certification examination conducted by the ARRT 
consists of two hundred questions. A scaled score of 75 is required to pass an exam. 
The use of scaled scores takes into account the differences in exam difficulty such that 
a scaled score corresponds to the same level of competence regardless of exam 
administration date. Twenty-two public community colleges offer an associate degree 
or a certificate in Medical Radiologic Technology. 



Nuclear Medicine Technology CIP 51.0905 



The Nuclear Medicine Technology 

Certification Board 

2970 Clairmont Road, Suite 935 

Atlanta, GA 30329-4421 

404-315-1739 

http://www.nmtcb.org/ 

Jennifer R. Gaffey, 

Associate Executive Director 
jgaffey@nmtcb.org 



American Registry of Radiologic 

Technologists 

1255 Northland Drive 

St. Paul, MN 55120 

651-687-0048 X532 

http://www.arrt.org/ 

Dan Anderson, Test Specialist 
dan.anderson@arrt.org 
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Three colleges offer an associate degree or certificate in Nuclear Medicine Technology. 
Licensure examinations for this field are offered through both the American Registry of 
Radiologic Technologists (ARRT) and the Nuclear Medicine Technology Certification 
Board (NMTCB). The ARRT exam consists of two hundred questions covering the 
topics of radiation protection, radionuclides and radiopharmaceuticals, instrumentation 
quality control, diagnostic procedures, and patient care and management. Scores are 
scaled from 1 to 99, and a minimum scaled-score of 75 is required to pass. NMTCB 
offers a competency- based, computer-adaptive examination covering the topics of 
radiation safety, instrumentation, clinical procedures, and radiopharmacy. The exam 
has a maximum of ninety questions, and scores are criterion-referenced. 



Nurse, Licensed Vocational / Practical CIP 51.1613 

Board of Vocational Nurse Examiners 
333 Guadalupe Street, Suite 3-400 
Austin, TX 78701 
512-305-7660 
http://www.bvne.state.tx.us/ 

Patricia Z. Hill, Associate Director of Education 

Fifty-four public community colleges offer certificates in this field. The computer- 
adaptive NCLEX-PN examination consists of 85 to 205 questions on the subjects of: 
safe and effective care environment; health promotion and maintenance; psychosocial 
integrity; and physiological integrity. The passing standard is criterion-referenced. In 
Texas, the law that governs vocational nursing is solely a title act; therefore, specific 
LVN nursing interventions and clinical skills are not defined. 



Nurse, Registered CIP 51.1601 

Board of Nurse Examiners for the State of Texas 

P.O. Box 430 

Austin, TX 78767-0430 

513-305-6839 

http://www.bne.state.tx.us/ 

Sandra Owen, Director of Professional Nursing 
sandra. owen@bne.state.tx. us 

Currently, forty-seven public community colleges offer the general nursing program. 

The national exam is administered and graded by computer, and has a criterion- 
referenced passing standard. The NCLEX-RN examination tests candidates on the 
subjects of: safe, effective care environment; health promotion and maintenance; 
psychosocial integrity; and physiological integrity. The nursing exam reporting period is 
October 1, 2000 through September 30, 2001, and reflects first time test takers only. 
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Nurse Aide 



CIP 51.1614 



Texas Deparment of Human Services 

Nurse Aide Registry and Training Program 

Mail Code Y-979 

P.O. Box 149030 

Austin, TX 78714-9030 

512-231-5824 

http://www.dhs.state.tx.us/proqrams/ltc/credentialinq/NATCEP/index.html 

Mary Calvin, Manager 
mary.calvin@dhs.state.tx.us 

The non-credit Nurse Aide training program, including a minimum 51 -hours in the 
classroom and 24-hours direct supervision, is offered at forty-five public community 
colleges. The Competency Evaluation Program Examination requires Nurse Aide 
candidates to pass both a skills and written section. In the skills section, examiners 
choose five skills from thirty-four essential job functions, and ask candidates to perform 
these tasks. Candidates demonstrate competency by successfully performing at least 
four of the five skills. A candidate must pass the manual skills section before taking the 
written exam. The written portion consists of 70 multiple-choice questions. A candidate 
with difficulties reading can request an oral exam in English or Spanish. 



Physical Therapist Assistant CIP 51.0806 

The Executive Council of Physical Therapy & Occupational Therapy Examiners 

Texas Board of Physical Therapy Examiners 

333 Guadalupe Street, Suite 2-510 

Austin, TX 78701-3942 

512-305-6900 

http://www. ecptote .state . tx. us/pt/ 

Nina Hurter, Physical Therapy Coordinator 
nhurter@mail.capnet.state.tx.us 

Nineteen community colleges currently offer programs in physical therapy assisting. 
The computer-based licensure exam consists of 150 multiple choice questions and is 
administered in March, July, and November of each year. Candidates must earn a 
minimum score of 600 to pass the criterion-referenced exam. The topics covered in the 
exam include: examination procedures; clinical observation and decision making; direct 
patient care; supporting activities; ethical practice; and scope of practice. 



Veterinary Technician - National Exam CIP 51.0808 

American Association of Veterinary State Boards 
3100 Main Street, Suite 208 
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Kansas City, MO 641 1 1 

816-931-1504 

http://www.aavsb.org/ 

Charlotte Ronan, Executive Director 

Four community colleges offer veterinary technician programs. The Veterinary 
Technician National Exam (VTNE) is a written, criterion-referenced exam which tests 
candidates in the areas of pharmacy and pharmacology, surgical preparation and 
assisting, laboratory procedures, animal nursing, radiology and ultra-sound, anesthesia, 
and office and hospital procedures. A minimum scaled score of 425 is required to pass 
the exam. Candidates who pass the VTNE are qualified to legally perform medical and 
surgical nursing, nurse-anesthetist, imaging, laboratory testing, and dental hygiene as a 
Registered Veterinary Technician. 



Veterinary Technician - Texas Law Exam CIP 51 .0808 

Texas Veterinary Medical Association 
6633 Highway 290 East, Suite 201 
Austin, TX 78723 
512-452-4224 
http://www.tvma.org 

Ellen D. Mahanay, RVT Program Coordinator 
emahanay@tvma.org 

The State of Texas Registered Veterinary Technician (RVT) exam consists of fifty 
multiple-choice and true-false questions. The exam covers the Veterinary Practice Act, 
Rules of Professional Conduct, Texas Administrative Code, Texas Health and Safety 
Code, Texas Agricultural Code, and RVT Standards of Conduct and Renewal Policy. 
The passing standard is 70 percent. Four public community colleges offer the 
veterinary technician program. 
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